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X  FORWARD 


The  materials  presented  in  tliis  orientation  session  have  been  prepared  by  the  Environmental  Assessment 
and  Approvals  Branch  to  provide  both  applicants  and  practitioners  with  an  understanding  of  the  process  and 
requirements  involved  in  applying  for  and  obtaining  a  Waste  Comprehensive  Certificate  of  Approval  for  a 
waste  disposal  site  under  Part  V  of  the  Environmental  Protection  Act. 

It  is  expected  that  those  taking  part  in  this  orientation  session  have  an  existing  working  knowledge  of  the 
process  for  applying  for  a  Certificate  of  Approval  for  a  waste  disposal  site.  Additional  information  about 
applying  for  a  Certificate  of  Approval  under  Part  V  of  the  Environmental  Protection  Act  is  available  in  the 
following  publications: 

■  Green  Facts:  Certificates  of  Approval  -  Waste  Disposal  and  Management  (PIBS  4978e) 

■  Guide  for  Applying  For  Approval  of  Waste  Disposal  Sites  (PIBS  41 83e) 

■  Guide  -  Application  Costs  for  Waste  Management  (PIBS4187e) 

While  every  effort  has  been  made  to  ensure  the  accuracy  of  the  information  contained  in  this  document,  it 
should  not  be  construed  as  legal  advice. 

For  more  information  about  Certificates  of  Approval  please  visit  the  Ministry  of  the  Environment  Internet  site 
at  http://www.ene.gov.on.ca  or  contact: 

Ministry  of  the  Environment  Toll  Free:  1  -800-461  -6290 

Environmental  Assessment  and  Approvals  Branch  Phone:  41 6-31 4-8001 

2  St.  Clair  Ave.  W.,  Floor  12A  Fax:  416-314-8452 

Toronto,  ON  M4V1L5  Email:  EAABGen(a)ene.gov.on.ca 
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Completion  of  this  orientation  session  is  a  mandatory  component  in  tine  process  for  botli  tine 
teclinical  preparers  of  tine  application  (this  person  may  be  an  employee  of  the  applicant  or  an 
environmental  consultant)  and  for  the  person  that  prepares  the  Engineer's  Report  (this 
person  must  be  a  Professional  Engineer  that  is  not  an  employee  of  the  applicant). 


Please  thoroughly  review  the  materials  that  have  been  prepared.  It  should  take  approximately  30  -  45 
minutes  to  complete.  At  the  end  of  the  materials  there  are  a  series  of  statements  that  you  will  be  asked  to 
confirm.  The  purpose  of  this  is  to  ensure  that  all  participants  in  this  process  have  a  clear  understanding  of 
the  requirements  and  of  the  Ministry's  expectations. 

Once  you  have  confirmed  each  of  the  statements  you  will  be  prompted  to  press  a  button  to  transmit  the 
results  to  the  Ministry.  You  will  then  receive  an  automated  email  advising  that  you  have  successfully 
completed  the  orientation  session  and  you  will  be  added  to  the  Ministry's  Waste  Comprehensive  CofA 
eligibility  registry.  You  will  then  be  able  to  print  out  a  Certificate  of  Completion  for  your  own  records. 

The  Ministry  will  make  available  a  list  of  the  environmental  consultants  who  have  completed  this  orientation 
session  on  its  internet  site  for  private  waste  management  companies  and  municipalities  that  are  interested  in 
applying  for  a  Waste  Comprehensive  CofA. 


lave  Progress 


Waste  Comprehensive  Certificate  of  Approval  Orientation  Session 


NTRODUCINTOWASTECOMPREHENSP/ECSOFAS 


Protecting  our  environment. 


Ontario 


Waste  Comprehensive  Certificate  of  Approval  Orientation  Session 


X  INTRODUCTION 


The  Waste  Comprehensive  CofA  process  is  an  approvals  option  that  has  been  developed  by  the 
Environmental  Assessment  and  Approvals  Branch  to  provide  the  owners  and  operators  of  waste  disposal 
sites  with  the  operational  flexibility  to  enable  them  to  respond  effectively  to  the  often  significant  pace  of 
industrial  change. 

The  Waste  Comprehensive  CofA  process  is  an  alternative  option  that  is  available  for  specific  types  of  waste 
disposal  sites.  It  does  not  replace  the  existing  approvals  process  and  is  not  available  to  everyone. 
Applications  will  not  be  accepted  from  a  company  or  municipality  with  a  poor  environmental  compliance 
record. 

The  process  requires  an  applicant  to  contemplate  future  modifications  to  a  waste  disposal  site  in  the 
preparation  of  its  application.  The  scope  of  the  future  modifications,  which  are  referred  to  in  the  process  as 
the  "operating  envelope",  are  assessed  by  the  Ministry  as  a  component  of  the  technical  review  of  the 
application.  When  an  application  for  a  Waste  Comprehensive  CofA  is  approved,  the  proposed  operating 
envelope  is  incorporated  into  the  CofA  and  the  future  modifications  have  in  effect  also  been  pre-approved. 
The  owner  is  then  able  to  make  future  modifications  to  the  waste  disposal  site,  which  are  within  the  approved 
operating  envelope,  without  being  required  to  apply  for  an  amendment. 

In  incorporating  this  operational  flexibility  into  the  CofA  process  the  Ministry  has  placed  an  increased 
significance  on  the  onus  and  accountability  of  the  owner  of  a  waste  disposal  site  to  demonstrate  that  the 
facility  will  operate  in  compliance  with  the  environmental  requirements.  To  ensure  that  the  environment 
remains  adequately  protected  the  approvals  process  for  a  Waste  Comprehensive  CofA  includes  some 
additional  technical  elements  and  checks  and  balances  that  are  not  part  of  the  regular  approvals  process. 
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X  COMPREHENSIVE  COFA  HISTORY  -  MOE  APPROVALS  PROGRAM 


The  Comprehensive  CofA  concept  of  operational  flexibility  was  originally  developed  by  IVIinistry  staff  at  the 
Environmental  Assessment  and  Approvals  Branch  in  the  late  1990's  for  the  air  and  noise  program,  for 
approvals  issued  under  Section  9  of  the  EPA.  This  new  approvals  process  placed  an  additional  emphasis  on 
emitter  accountability. 

An  owner  of  a  facility  operating  with  a  Comprehensive  Certificate  of  Approval  (air  and  noise)  may  make 
modifications  to  the  operations  of  the  facility  in  accordance  with  conditions  in  the  CofA.  Companies  can 
make  changes  to  their  operations  that  affect  the  emission  rates  of  contaminants  from  the  facility  without 
being  required  to  apply  for  an  amendment  to  the  CofA.  However,  the  permitted  modifications  cannot  change 
the  nature  of  the  business  or  exceed  a  defined  facility  production  limit. 

The  CofA  holder  is  required  to  demonstrate  compliance  with  air  regulations  (namely  with  the  point  of 
impingement  air  standards)  at  all  times  by  maintaining  an  up-to-date  Emission  Summary  Dispersion 
Modelling  Report.  This  report  must  be  made  available  to  Ministry  staff  when  requested. 

The  first  Comprehensive  CofA  (air  and  noise)  was  issued  by  the  Environmental  Assessment  and  Approvals 
Branch  in  2000.  It  is  now  routine  business  for  CsofA  issued  under  Section  9  of  the  EPA.  As  of  January  2009 
the  air  and  noise  unit  has  issued  over  700  Comprehensive  CsofA  (air  and  noise). 


At  an  average  of  1-2  modifications  per  year  this  represents  between  700  and  1400  applications  avoided 
thereby  freeing  up  reviewers  to  work  on  more  environmentally  significant  proposals. 
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XI  COMPREHENSIVE  COFA  HISTORY  -  MOE  APPROVALS  PROGRAM 

WASTE  COMPREHENSIVE  CERTIFICATES  OF  APPROVAL 

The  Waste  Comprehensive  CofA  model  was  developed  by  the  Environmental  Assessment  and  Approvals 
Branch  in  2008. 

The  IVIinistry  consulted  with  representatives  from  the  Ontario  Waste  IVIanagement  Association  in  its 
development  and  completed  a  successful  pilot  project  with  two  privately  operated  waste  management  firms 
and  their  environmental  consultants.  The  initial  waste  comprehensive  CofA  was  issued  in  the  fall  of  2008 
and  the  second  issued  in  December  2008. 

The  Waste  Comprehensive  CofA  program  was  officially  launched  in  March  2009  with  the  publishing  of  an 
updated  version  of  the  Guide  for  Applying  for  Approval  of  Waste  Disposal  Sites  document  that  included  a 
section  containing  specific  guidance  materials  for  obtaining  approvals  under  the  new  comprehensive 
process.  An  electronic  smart  form  version  of  the  Application  for  a  Certificate  of  Approval  for  a  Waste 
Disposal  Site  was  published  at  the  same  time  that  supported  the  introduction  of  Waste  Comprehensive 
CsofA. 


Also  in  IVIarch  2009  the  Ministry  hosted  a  series  of  orientation  sessions  for  applicants  and  environmental 
consulting  firms  interested  in  the  process.  Attendance  at  a  Waste  Comprehensive  orientation  session  is  a 
mandatory  component  of  the  process.  In  completing  these  materials  you  will  be  considered  to  have  fulfilled 
this  requirement. 
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X  WASTE  COMEPREHENSIVE  COFA  APPROVALS  PROCESS  FUNDAMENTALS 


SOLID  RECORD  OF  ENVIRONMENTAL  COMPLIANCE 

A  Waste  Comprehensive  CofA  provides  the  owner  of  a  waste  disposal  site  with  the  flexibility  to  make 
modifications  to  the  operations  of  the  site  without  requiring  further  approval  of  the  Director.  This  places 
increased  onus  and  accountability  on  the  owner  of  the  waste  disposal  site  to  comply  with  all  environmental 
requirements.  As  such,  the  Ministry  will  not  issue  a  Waste  Comprehensive  CofA  to  an  applicant  with  a  poor 
record  of  environmental  compliance  or  to  a  waste  disposal  site  that  has  a  history  of  validated  public 
complaints. 


The  determination  of  eligibility  will  be  made  by  the  Ministry  based  on  the  specific  circumstances  of  a 
particular  applicant  and/or  waste  disposal  site.  The  Environmental  Assessment  and  Approvals  Branch  will 
confer  with  Ministry  staff  at  the  local  District  Office  and  the  local  municipality  to  confirm  eligibility  during  the 
review  process.  If  it  is  determined  that  an  applicant  does  not  meet  eligibility  requirements,  they  will  be 
notified  in  writing  by  the  Ministry  and  will  be  directed  to  submit  an  application  under  the  regular  approvals 
process  for  waste  disposal  sites. 

Owners  of  waste  disposal  sites  that  are  operating  under  a  Waste  Comprehensive  CofA  may  lose  their 
eligibility  if  noteworthy  environmental  compliance  issues  are  observed  at  the  site.  In  this  situation  the 
Ministry  would  amend  the  CofA  and  re-issue  it  without  the  operational  flexibility.  This  determination  will  be 
made  by  the  approvals  Director  at  the  Environmental  Assessment  and  Approvals  Branch  with  input  from  the 
local  District  Office. 


Significant  local  concern  including  a  history  of  environmental  issues  or  complaints  may  result  in  an 


application  being  considered  ineligible  for  a  Waste  Comprehensive  CofA. 
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HIGH  QUALITY  APPLICATIONS 

The  Waste  Comprehensive  CofA  model  is  based  on  the  Ministry  receiving  applications  that  have  been 
prepared  to  a  high  standard  of  quality  and  completeness.  This  enables  the  Ministry  to  streamline  the  review 
process  thereby  significantly  reducing  the  length  of  time  that  it  will  take  to  issue  the  approval. 

In  an  effort  to  increase  the  initial  quality  of  applications  that  are  received,  the  Environmental  Assessment  and 
Approvals  Branch  has  developed  a  sample  application  package  for  a  Waste  Comprehensive  CofA.  The 
sample  application  package  illustrates  to  prospective  applicants  and  environmental  consultants  what  is 
considered  to  be  a  complete  submission,  including  the  required  level  of  technical  detail  and  preferred 
formatting.  A  detailed  overview  of  the  sample  application  package  is  presented  as  a  component  of  this 
orientation  session. 

Applications  submitted  for  a  Waste  Comprehensive  CofA  will  be  screened  by  an  Application  Processing 
Officer  upon  being  received  at  the  Environmental  Assessment  and  Approvals  Branch.  Applications  that  are 
determined  to  not  meet  the  initial  quality  criteria  will  be  cancelled  and  returned.  An  applicant  who  has  had  an 
application  returned  would  have  the  option  to  amend  the  application  and  re-submit  it  for  approval  under  the 
regular  approvals  process. 


Should  an  application  be  returned  for  reasons  of  poor  quality  the  applicant  and  the  environmental 
consultant  that  assisted  with  the  preparation  of  the  application  may  be  excluded  from  submitting  future 
applications  for  a  Waste  Comprehensive  CofA. 
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X  WASTE  COMEPREHENSIVE  COFA  APPROVALS  PROCESS  FUNDAMENTALS 


Applications  that  meet  the  screening  standards  will  be  assigned  to  a  reviewer  in  the  Waste  Unit  for  a 
technical  assessment.  At  this  point  in  the  process  applications  submitted  by  private  companies  will  be 
posted  on  the  Environmental  Registry  for  a  minimum  thirty  day  public  comment  period.  The  Ministry  reviewer 
will  assess  the  technical  aspects  of  the  application  with  consideration  given  to  any  supplemental  comments 
that  are  received.  This  part  of  the  process  remains  very  similar  to  the  regular  approvals  process. 

Based  on  the  assessment,  the  reviewer  may  require  the  applicant  to  amend  the  proposal  or  to  provide 
additional  information  in  order  for  the  applicant  to  demonstrate  compliance. 

ADDITIONAL  MANDATORY  COMPONENTS 

In  order  to  increase  the  quality  of  the  applications  that  are  received  the  following  components  have  been 
incorporated  into  the  application  process  for  a  Waste  Comprehensive  CofA.  These  elements  are  specific  to 
applications  for  a  Waste  Comprehensive  CofA  and  are  not  requirements  of  the  regular  application  process  of 
applying  for  a  waste  disposal  site  CofA. 

■  ORIENTATION  SESSION 

The  Waste  Comprehensive  CofA  application  process  requires  those  individuals  that  are  involved  in  the 
preparation  of  the  application  package  to  complete  a  mandatory  orientation  session.  This  requirement 
has  been  included  to  ensure  that  all  potential  applicants  and  the  environmental  consultants  that  will  be 
preparing  the  submissions  have  a  full  appreciation  of  the  application  process,  the  Ministry's 
expectations  and  the  consequences  of  not  preparing  a  complete  package. 
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WASTE  COMEPREHENSIVE  COFA  APPROVALS  PROCESS  FUNDAMENTALS 

ADDITIONAL  MANDATORY  COMPONENTS 

■  THIRD  PARTY  PARTICIPATION 

An  application  for  a  Waste  Comprehensive  CofA  requires  the  involvement  of  a  third  party  Professional 
Engineer.  This  is  a  person  that  is  not  a  direct  employee  of  the  applicant.  This  person  is  required  to 
prepare  an  Engineer's  Report  which  is  the  component  of  the  supporting  documentation  that  sets  out 
the  proposed  envelope  of  operational  flexibility  for  the  waste  disposal  site.  The  involvement  of  the  third 
party  Professional  Engineer  is  also  a  mandatory  requirement  in  the  notification  process  that  must  be 
followed  whenever  modifications  within  the  envelope  of  operational  flexibility  are  made  to  the  waste 
disposal  site. 

■  APPLICANT  AND  PREPARER  DECLARATIONS 

The  Waste  Comprehensive  CofA  process  is  an  option  available  to  applicants  that  prepare  high  quality 
application  packages  and  have  a  good  environmental  compliance  record.  Applicants  and  their 
environmental  consultants  are  required  to  declare  that  the  application  being  submitted  under  this 
alternative  process  is  both  complete  and  technically  accurate.  There  are  consequences  if  a 
substandard  application  is  received  under  this  alternative  approvals  process.  Poor  performance  will 
result  in  removal  from  the  process  and  will  result  in  the  applicant  and/or  the  environmental  consultant 
being  restricted  from  submitting  future  applications  for  Waste  Comprehensive  CsofA. 
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BENEFITS  OF  A  WASTE  COMPREHENSIVE  COFA 


The  Waste  Comprehensive  CofA  process  provides  the  owner  of  a  waste  disposal  site  with  several  distinct 
advantages  over  the  traditional  approvals  process 

■  INCREASED  OPERATIONAL  FLEXIBILITY 

The  wording  in  Section  27  of  the  Environmental  Protection  Act,  R.S.O.  1990  requires  the  owner  of  a  waste 
disposal  site  to  apply  for  an  amendment  for  virtually  every  change  that  is  made  to  a  waste  disposal  site. 
There  is  no  distinction  between  environmentally  significant  and  insignificant  applications. 


27.1(1)  No  person  shall  use,  operate,  establish,  alter,  enlarge  or  extend, 

a  waste  management  system;  or 
a  waste  management  site, 

unless  a  certificate  of  approval  or  provisional  certificate  of  approval  therefor  has  been  issued  by  the 
Director  except  in  accordance  with  any  conditions  set  out  in  such  certificate. 


A  Waste  Comprehensive  CofA  will  provide  an  owner  of  a  waste  disposal  site  with  a  defined  envelope  of 
operational  flexibility  that  will  enable  the  owner  to  modify  the  waste  disposal  site  without  the  requirement 
to  first  apply  for  and  obtain  an  amendment  to  the  CofA.  This  allows  the  company  or  municipality  to 
better  react  to  changing  market  conditions  and  customer  needs. 
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XI  BENEFITS  OF  A  WASTE  COMPREHENSIVE  COFA 

■  REDUCTION  IN  APPLICATION  REVIEW  TIME 

Since  only  high  quality  and  complete  applications  will  be  accepted  under  the  Waste  Comprehensive  CofA 
approvals  process  the  back  and  forth  correspondence  typical  of  applications  of  low  quality  is  effectively 
eliminated. 

That,  along  with  the  establishment  of  a  review  team  dedicated  to  working  exclusively  on  Waste 
Comprehensive  CofA  applications,  will  provide  for  more  streamlined  reviews  resulting  in  the  reduction  of 
turnaround  times. 

■  REDUCTION  IN  OVERALL  COST 

The  application  fees  for  a  Waste  Comprehensive  CofA  remain  the  same  as  applications  submitted  under 
the  regular  approvals  process.  The  application  costs  are  determined  based  on  the  fees  regulation  and  are 
calculated  automatically  within  the  application  form  depending  on  the  specific  details  of  the  waste  disposal 
site  that  you  are  applying  for. 


Significant  cost  savings  will  be  achieved  through  the  avoidance  of  the  requirement  to  prepare  and  submit 
future  amendment  applications  for  those  modifications  to  the  waste  disposal  site  that  are  within  the 
envelope  of  operational  flexibility. 
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X   ELIGIBLE  FACILITY  TYPES 


Eligibility  for  a  Waste  Comprehensive  CofA  is  restricted  to  lower  risk  waste  disposal  facilities  with  readily 
quantifiable  environmental  impacts. 


Eligibility  for  a  Waste  Comprehensive  CofA  is  limited  to  the  following  types  of  waste  disposal  sites: 

■  Municipal  solid  waste  (MSW)  transfer  stations;  and 

■  MSW  transfer  and  processing  facilities  (with  processing  operations  limited  to  sorting  of  incoming 
waste  to  divert  recyclable  material  from  the  waste  stream). 


Eligibility  for  a  Waste  Comprehensive  CofA  is  extended  to  both  new  facilities  and  to  existing  approved 
waste  disposal  sites. 

The  transition  of  an  existing  waste  disposal  site  with  a  CofA  issued  under  the  regular  process  to  a  Waste 
Comprehensive  CofA  requires  an  applicant  to  submit  an  application  to  the  Ministry  that  includes  a  completed 
application  form  and  all  of  the  required  supporting  documentation  required  under  the  Waste  Comprehensive 
CofA  process.  The  application  is  subject  to  public  consultation  including  the  notification  requirements  of  the 
EBR  (if  applicable). 

If  an  eligible  facility  type  such  as  a  waste  transfer  station  is  located  at  a  landfill  site  (which  is  not  an  eligible 
facility  type)  a  single  CofA  would  be  issued  for  the  waste  disposal  site  that  covers  both  the  landfilling  and 
transfer  station  operations.  The  operational  flexibility  component  of  the  Waste  Comprehensive  CofA  would 
however  only  be  extended  to  the  operations  of  the  waste  transfer  site. 
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X  SCOPE  OF  PERMITTED  OPERATIONAL  FLEXIBILITY 


The  degree  of  operational  flexibility  that  will  be  considered  for  inclusion  in  a  Waste  Comprehensive  CofA  is 
outlined  in  the  Guide  for  Applying  for  Approval  of  Waste  Disposal  Sites  document.  The  types  of 
modifications  that  may  be  included  under  the  envelope  of  operational  flexibility  of  a  Waste  Comprehensive 
CofA  are  outlined  below;  however  it  is  the  applicant  that  actually  proposes  the  scope  of  operational  flexibility 
to  be  included  in  a  specific  application.  In  general,  a  Waste  Comprehensive  CofA  may  provide  operational 
flexibility  around  the  following  aspects  of  the  design  and  operations  of  a  waste  disposal  site: 


1.  The  ability  to  make  changes  that  are  routine,  with  predictable  effects  that  are  environmentally 
insignificant. 


for  example  a  CofA  holder  would  be  able  to 

■  relocate  the  waste  storage  areas  for  sorted  materials  (baled  cardboard  etc.),  or 

■  move  a  fence  or  add  a  new  gate 


2.  The  ability  to  make  changes  to  the  facilities  and  infrastructure. 


for  example  a  CofA  holder  would  be  able  to 

■  construct  a  larger  waste  receiving  /  processing  building 

o  the  applicant  would  require  municipal  approvals  (building  permit.  Site  Plan) 


Protecting  our  environment. 


Ontario 
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X  SCOPE  OF  PERMITTED  OPERATIONAL  FLEXIBILITY 


3.  The  ability  to  mal<e  changes  to  the  processing  operations  and  install  new  equipment. 


for  example  a  CofA  holder  would  be  able  to 

■  replace  existing  processing  equipment  such  as  compactors  and  balers 

■  install  new  equipment 

■  transform  from  a  manual  sorting  operation  to  a  fully  automated  sorting  facility. 


4.  The  ability  to  utilize  an  annual  averaging  of  the  amount  of  waste  that  is  received. 


This  will  enable  the  operator  of  the  waste  facility  to  receive  more  waste  during  peak  periods  to 
account  for  seasonal  fluctuations  in  waste  generation. 

■  The  Waste  Comprehensive  CofA  will  specify  an  annual  limit  to  the  amount  of  waste  that  can  be 
received  at  the  site 

■  e.g.  1 82,500  tonnes  (equivalent  to  500  tonnes  per  day  over  a  year) 

■  The  CofA  will  also  specify  a  maximum  amount  of  waste  that  can  be  received  in  a  single  day 

■  e.g.  not  to  exceed  1 000  tonnes  of  waste  received  in  any  one  day. 
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X  SCOPE  OF  PERMITTED  OPERATIONAL  FLEXIBILITY 


5.  The  ability  to  increase  the  amount  of  waste  that  may  be  stored  at  the  waste  disposal  site  within  a 
predetermined  envelope. 


For  example,  an  owner  may  choose  to  initially  operate  the  waste  disposal  site  below  the  maximum 
amount  and  would  be  permitted  to  increase  the  storage  amount  through  the  operational  flexibility. 


6.  The  ability  to  receive  additional  categories  of  municipal  waste  at  the  site. 


For  example,  an  applicant  may  apply  for  the  flexibility  to  receive  all  categories  of  MSW  but  may  opt  to 
initially  receive  only  IC&I  type  waste.  The  Waste  Comprehensive  CofA  would  define  the  rules  (i.e. 
building  design,  additional  odour  controls,  etc.)  to  be  followed  should  the  owner  decide  to  begin 
receiving  residential  waste  at  the  site. 


7.  Receipt  of  residential  solid  municipal  waste  in  an  emergency  situation. 


For  example,  a  waste  disposal  site  that  is  not  approved  to  receive  residential  waste  may  be  permitted 
to  do  so  through  a  condition  in  the  Waste  Comprehensive  CofA  in  order  to  alleviate  an  emergency 
situation  such  as  a  border  closing  or  labour  action. 
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X   LIMITATIONS  OF  OPERATIONAL  FLEXIBILITY 


A  Waste  Comprehensive  CofA  will  not  include  operational  flexibility  with  respect  to  the  following: 


■  Changes  to  the  waste  disposal  site  that  require  the  Engineer's  Report  to  be  revised  (i.e.  alterations 
not  contemplated  in  the  Engineer's  Report). 

■  The  expansion  of  the  physical  size  of  the  site  (i.e.  the  inclusion  of  adjacent  property). 

■  Introduction  of  new  waste  types  (e.g.  hazardous  waste  and  liquid  industrial  waste  or  residential  or 
domestic  waste,  if  not  previously  approved). 

■  Introduction  of  a  new  waste  processing  operation  that  is  unrelated  to  the  approved  function  of  the 
existing  approval. 

o  For  example,  a  site  initially  approved  as  a  waste  transfer  station  could  not  change  to  an 
organics  composting  site  or  a  soil  bioremediation  facility. 

■  Changes  to  the  waste  disposal  site  that  are  subject  to  the  Environmental  Assessment  Act. 
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APPLICATION  REQUIREMENTS 
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X  APPLICATION  REQUIREMENTS 


The  following  are  the  mandatory  components  to  be  included  in  an  application  for  a  Waste  Comprehensive 
CofA.  Applications  received  that  do  not  include  all  of  these  components  will  be  deemed  incomplete  and  will 
be  cancelled  and  returned.  The  applicant  and  the  environmental  consultant  (individual)  that  assisted  with 
preparing  the  application  may  be  restricted  from  submitting  further  applications  under  this  process. 


■  Pre-consultation  with  local  MOE  District  Office  and  local  municipality(ies)  (upper  and  lower  tiers)  * 

■  Consultation  with  local  community 

■  Completed  Application  Form  (must  use  electronic  version) 

■  Design  and  Operations  Report 

■  Drainage  Study  (for  outside  storage  of  waste) 

■  Emergency  Response  and  Contingency  Plan 

■  Financial  Assurance 

■  Engineer's  Report  * 

■  Enhanced  EBR  abstract  * 

■  Quality  Assurance  Declarations  * 

Additional  requirement  for  Waste  Comprehensive  CofA  applications 


Copies  of  the  application  package  are  to  be  provided  to  the  Environmental  Assessment  and  Approvals 
Branch,  local  Ministry  District  Office  and  to  the  local  municipality(ies).  Please  refer  to  the  Waste 
Comprehensive  CofA  sample  application  package  that  has  been  developed,  as  well  as  the  Guide  to  Applying 
for  Waste  Disposal  Sites  for  additional  guidance. 
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X  APPLICATION  REQUIREMENTS 


PRE-CONSULTATION  WITH  MINISTRY  OF  THE  ENVIRONMENT  DISTRICT  OFFICE 

■  This  is  a  mandatory  requirement  for  all  Waste  Compreliensive  CofA  applications. 

■  Applicants  must  be  prepared  to  discuss  site  specific  and  local  issues  that  are  to  be  addressed  in  the 
application. 

o  Bring  draft  application  package  to  share  with  local  Ministry  staff. 

■  Discuss  public  consultation  requirements. 

o  The  local  Ministry  staff  will  provide  input  into  what  is  considered  to  be  an  adequate  amount  of 
public  consultation  for  the  proposed  waste  disposal  site  based  on  the  specifics  of  your 
proposal. 

■  The  final  application  package  that  is  submitted  must  address  any  concerns  that  were  expressed  by 
Ministry  staff  at  the  local  District  Office.  The  applicant  must  describe  the  details  of  the  consultation 
with  Ministry  District  staff  in  an  attachment  to  the  application,  including  how  local  Ministry  concerns 
were  addressed  in  the  final  application  package. 


Significant  local  concern  including  a  history  of  environmental  issues  or  complaints  will  result  in  the 
application  being  deemed  ineligible  for  a  Waste  Comprehensive  CofA. 
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X  APPLICATION  REQUIREMENTS 


■  PRE-CONSULTATION  WITH  THE  LOCAL  MUNICIPALITY(IES) 


■  This  is  a  mandatory  requirement  for  private  companies  that  are  applying  for  a  Waste 
Comprehensive  CofA. 

■  Be  prepared  to  discuss  the  details  of  the  application  with  upper  and  lower  tier  municipalities. 

o  Bring  draft  application  materials  if  possible  to  share  with  local  municipal  authorities 

■  Applicants  must  receive  confirmation  from  the  municipal  authority  that  the  site  is  appropriately  zoned 
for  the  proposed  use.  Applications  will  not  be  accepted  if  a  municipality  deems  the  zoning  to  be 
non-compliant  with  the  proposed  land  use. 

■  Review  how  local  municipal  by-laws  or  Site  Plan  Control  agreements  might  affect  the  scope  of 
operational  flexibility  that  can  be  incorporated  into  the  CofA. 

■  Describe  the  details  of  the  consultation  with  the  local  municipalities  in  an  attachment  to  the 
application,  including  how  their  concerns  were  addressed  in  the  final  application  package. 


The  application  package  submitted  to  the  Ministry  must  address  the  relevant  concerns  of  the  local 
municipality(ies).  Failure  to  address  significant  concerns  will  result  in  the  application  being  deemed 
ineligible  for  a  Waste  Comprehensive  CofA. 
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X  APPLICATION  REQUIREMENTS 


PRE-CONSULTATION  WITH  THE  LOCAL  COMMUNITY 


■  It  is  expected  that  applicants  have  carried  out  the  necessary  consultation  with  the  local  community 
prior  to  finalizing  and  submitting  the  application  package.  Please  refer  to  the  Guide  for  Applying  for 
Approval  of  Waste  Disposal  Sites  document  for  additional  information. 

■  At  a  minimum,  applicants  are  required  to  provide  written  notification  to  adjacent  landowners  and 
tenants.  Additional  public  consultation  may  be  necessary  on  a  site  by  site  basis.  This  should  be 
discussed  with  the  Ministry  staff  at  the  local  District  Office. 

■  Describe  the  details  of  the  public  consultation  that  was  completed  in  an  attachment  to  the 
application.  Include  a  discussion  about  how  any  concerns  expressed  by  the  local  community  were 
addressed  in  the  final  application  package. 


The  application  package  submitted  to  the  Ministry  must  address  the  relevant  concerns  of  the  local 
community.  Failure  to  address  significant  concerns  may  result  in  the  application  being  deemed  ineligible 
for  a  Waste  Comprehensive  CofA. 
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X  APPLICATION  REQUIREMENTS 


COMPLETED  APPLICATION  FORM 


■  Applicants  must  use  the  electronic  smart  save-enabled  version  of  the  application  form  -  "Application 
for  a  Certificate  of  Approval  for  a  Waste  Disposal  Site",  PIBS  41 81 . 

o  Use  of  this  form  requires  only  the  freeware  version  of  Acrobat  Reader  -  Version  8.0  or  higher 
o  Always  check  the  Ministry  website  to  ensure  that  you  are  using  the  most  current  version  of  the 

form.  The  version  number  is  identified  in  the  top  right  hand  corner  of  the  first  page, 
o  Additional  guidance  is  embedded  in  the  form  and  can  be  viewed  by  right  clicking  your  mouse 

while  on  a  field. 

■  The  application  form  identifies  the  information  and  supporting  documentation  that  is  required  in  the 
application  package  based  on  the  specific  details  of  the  application  that  you  are  submitting. 
Applicants  must  include  all  required  supporting  documentation  and  must  identify  where  it  is  located 
within  the  application  package  (e.g.  Attachment  2).  An  application  will  be  deemed  incomplete  and 
will  be  returned  if  a  required  supporting  document  is  not  provided. 

■  The  applicant  must  fill  in  all  required  fields  in  the  application  form  completely  and  accurately. 

o  Failure  to  complete  all  required  fields  will  result  in  the  form  showing  the  Application  Status  as 
being  incomplete. 

■  No  separate  Fees  Form  is  required  as  fees  are  automatically  calculated  by  the  form  based  on  the 
site  specific  details  that  are  entered  by  the  applicant. 

o  The  fees  associated  with  a  Waste  Comprehensive  CofA  application  remain  the  same  as  the 
current  regular  approvals  process. 
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X  APPLICATION  REQUIREMENTS 


COMPLETED  APPLICATION  FORM 


■  An  application  to  convert  an  existing  approved  facility  to  a  Waste  Comprehensive  CofA  requires  tlie 
same  fees  associated  witli  an  application  tliat  involves  a  Design  Review.  The  application  would  also 
be  subject  to  the  public  consultation  requirements  of  the  EBR  for  privately  operated  sites. 

■  The  application  form  requires  the  applicant  to  complete  a  screening  questionnaire  to  determine 
whether  a  Waste  Comprehensive  CofA  is  an  option  available  for  the  proposed  waste  disposal  site: 

o  Does  the  proposed  waste  disposal  site  meet  the  eligibility  requirements? 

o  Does  the  application  meet  the  requirements  specified  in  the  Ministry's  Guide  for  Applying  for 

Waste  Disposal  Sites  document? 
o  Have  the  Project  Information  Technical  Contact  Person  and  the  third  party  Professional  Engineer 

completed  the  mandatory  orientation  session? 
o  Does  the  facility  have  any  outstanding  environmental  complaints? 


The  application  form  must  be  completed  and  signed  by  a  representative  of  the  applicant  that  has 
completed  the  Waste  Comprehensive  CofA  orientation  session. 
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X  APPLICATION  REQUIREMENTS 


DESIGN  AND  OPERATIONS  REPORT 


This  is  the  document  that  describes  the  site  design,  environmental  control  measures,  daily  operations 
and  maintenance,  contingency  measures,  and  site  closure.  It  assesses  all  aspects  of  the  proposed 
facility  and  its  potential  for  environmental  impacts. 

The  Design  and  Operations  Report  (D&O  Report)  does  not  describe  the  operational  flexibility  that  is 
being  proposed  for  the  waste  disposal  site.  The  D&O  Report  submitted  with  an  application  for  a  Waste 
Comprehensive  CofA  must  reflect  the  actual  site  design  and  operational  activities  that  will  be  in  place 
when  the  facility  is  initially  commissioned.  In  the  case  of  an  existing  facility  that  is  being  transitioned 
into  a  Comprehensive  CofA  it  must  reflect  the  current  operations  of  the  waste  disposal  site. 

There  is  no  distinguishable  difference  in  content  between  a  high  quality  D&O  Report  that  is  prepared 
for  the  'regular  application  process'  and  one  that  is  prepared  to  support  an  application  for  a  Waste 
Comprehensive  CofA.  It  is  a  mandatory  requirement  that  the  D&O  Report  be  maintained  current  at  all 
times.  Please  refer  to  the  'Guide  for  Applying  for  Approval  of  Waste  Disposal  Sites'  document  for  the 
specific  requirements  of  what  is  to  be  included  in  a  D&O  Report. 


The  D&O  Report  must  be  prepared  by  a  person  that  has  completed  this  orientation  session.  This 
person  would  be  identified  in  the  application  form  as  the  Project  Information  Technical  Contact  Person 
and  could  be  either  an  employee  of  the  applicant  or  an  environmental  consultant  retained  by  the 
applicant. 
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X  APPLICATION  REQUIREMENTS 


ENGINEER'S  REPORT 


■  The  Engineer's  Report  is  the  key  component  of  the  Waste  Comprehensive  CofA  process.  It  is  the 
document  in  which  the  applicant  proposes  the  envelope  of  operational  flexibility  for  the  Waste 
Comprehensive  CofA. 

■  Modifications  to  the  design  and  operations  of  the  waste  disposal  site  that  are  described  in  the 
Engineer's  Report  will  not  require  an  amendment  to  the  CofA. 

■  Any  change  to  this  Engineer's  Report  will  require  an  amendment  to  the  Waste  Comprehensive  CofA. 

■  The  Engineer's  Report  forms  part  of  the  application  package  and  is  made  available  as  part  of  the 
public  record  under  the  public  transparency  requirements  of  the  EBR. 


■  The  Engineer's  Report  must  be  prepared  by  a  Professional  Engineer  who  is  not  a  direct  employee  of 
the  applicant.  This  individual  must  complete  this  orientation  session. 

■  The  Engineer  that  prepares  the  Engineer's  Report  may  be  the  same  person  that  performs  the  role  of 
the  Project  Technical  Information  Contact. 
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X  APPLICATION  REQUIREMENTS 


ENGINEER'S  REPORT 


The  Engineer's  Report  must  include  the  following: 

■  A  clear  identification  of  all  the  modifications  that  are  being  proposed  by  the  applicant  for  inclusion  in 
the  envelope  of  operational  flexibility. 

■  A  commitment  to  specific  engineering  standards  and  design  codes  as  they  relate  to  the 
modifications  proposed  for  the  envelope  of  operational  flexibility. 

■  A  commitment  to  best  management  practices  (for  the  facility  design  and  operation)  as  they  relate  to 
the  modifications  proposed  for  the  envelope  of  operational  flexibility. 

■  The  details  of  any  design  constraints  /  requirements  that  might  have  an  impact  on  future 
modifications  to  the  waste  disposal  site,  such  as: 

o  Municipal  by-laws  and  Site  Plan  Control  (operating  hours,  noise,  setbacks) 
o  Fire  Code  (setbacks,  pile  heights,  fire  suppression) 
o  Building  Code 

■  A  detailed  analysis  to  support  the  following: 

o  the  maximum  amount  of  waste  that  is  proposed  to  be  stored  at  the  site, 
o  the  maximum  amount  of  waste  that  is  proposed  to  be  handled  (transferred  or  processed)  at 
the  site  in  any  one  day. 


Waste  Comprehensive  Certificate  of  Approval  Orientation  Session 


X  APPLICATION  REQUIREMENTS 


DRAINAGE  STUDY 


A  Drainage  Study  is  required  if  tlie  proposal  includes  provisions  for  the  outside  storage  of  waste.  This 
represents  no  change  from  the  existing  requirements  for  waste  transfer  and  processing  facilities. 
Please  refer  to  the  Ministry  document  Guide  for  Applying  for  Approval  of  Waste  Disposal  Sites  if  you 
are  considering  outside  waste  storage. 

-  EMERGENCY  RESPONSE  AND  CONTINGENCY  PLAN 

An  emergency  response  and  contingency  plan  is  required  that  describes  the  contingency  measures  to 
be  implemented  for  the  waste  disposal  site  to  deal  with  spills,  potential  fire,  explosions,  power  outages, 
flooding  and  other  possible  emergencies  (including  training  requirements,  equipment  requirements  and 
notification  procedures). 

■  FINANCIAL  ASSURANCE  ESTIMATE 

Financial  Assurance  is  required  for  private  sector  waste  disposal  sites  to  ensure  that  sufficient  funds 
are  available  for  the  implementation  of  remedial  measures  in  the  event  that  the  owner  of  the  waste 
disposal  site  is  unwilling  or  is  unable  to  carry  out  site  clean-up/remediation. 

The  Financial  Assurance  estimate  must  include  an  assessment  of  the  costs  associated  with  the 
removal  of  the  maximum  amount  of  waste  that  is  proposed  to  be  stored  at  the  facility.  It  must  also 
consider  the  costs  related  to  any  other  activities  necessary  to  restore  the  facility  and  must  be  fully 
supported  by  third  party  quotations.  Refer  to  Ministry  Guideline  F-15  -  Financial  Assurance  Guideline. 
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X  APPLICATION  REQUIREMENTS 


ENVIRONMENTAL  BILL  OF  RIGHTS  POSTING 


The  types  of  waste  disposal  sites  that  are  eligible  for  a  Waste  Comprehensive  CofA  are  considered 
Class  II  Proposals  under  the  Environmental  Bill  of  Rights  (EBR).  In  general,  applications  for  privately 
owned  facilities  require  that  the  details  of  the  proposal  be  posted  on  the  EBR's  Environmental  Registry 
for  a  minimum  period  of  30  days,  plus  at  least  one  additional  form  of  public  consultation*. 

Applicants  should  refer  to  the  Ministry  guide  "Requirements  of  the  Environmental  Bill  of  Riahts  for 
Prescribed  Instruments"  for  specific  details  regarding  the  applicability  of  the  EBR  to  their  proposal. 
Additional  information  is  provided  in  the  MOE  document  Guide  for  Applying  for  Approval  of  Waste 
Disposal  Sites. 

The  EBR  Proposal  Description,  also  referred  to  as  the  EBR  abstract,  must  clearly  define  the  proposed 
waste  disposal  site.  In  the  case  of  an  application  for  a  Waste  Comprehensive  CofA  the  abstract  must 
describe  the  operations  of  the  site  at  the  onset  of  operations  (day  one)  and  the  operational  flexibility 
that  is  being  sought. 

An  example  EBR  abstract  is  included  in  the  Sample  Application  Package  that  has  been  developed  for  a 
Waste  Comprehensive  CofA. 


*  As  indicated  previously  in  these  materials,  applicants  should  meet  with  Ministry  staff  at  the  local  District  Office  to 
determine  the  appropriate  level  of  public  consultation  for  their  particular  proposal. 
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X  APPLICATION  REQUIREMENTS 


ENHANCED  QUALITY  ASSURANCE 


The  Waste  Comprehensive  CofA  model  is  predicated  on  the  Ministry  receiving  high  quality  application 
packages  with  an  increased  onus  being  placed  on  the  applicant  in  terms  of  both  application 
completeness  and  technical  correctness. 

Maintaining  a  high  initial  quality  of  incoming  applications  will  result  in  reduced  turnaround  times  for 
Waste  Comprehensive  CofA  applications.  Applications  that  are  poorly  prepared  and  incomplete  will  be 
screened  out  and  returned. 

Additional  checks  and  balances  are  included  in  the  application  process  for  a  Waste  Comprehensive 
CofA  to  better  ensure  the  initial  quality  of  applications  that  are  submitted.  This  includes  specific 
declarations  required  of  the  applicant,  the  Technical  Information  Contact  Person  and  the  preparer  of 
the  Engineer's  Report.  Please  refer  to  the  Guide  for  Applying  for  Approval  of  Waste  Disposal  Sites 
document  for  the  required  declaration  wording  to  be  included  in  the  application. 

APPLICANTS  DECLARATION 

Applicants  are  required  to  include  in  the  application  package  a  signed  statement  verifying  that: 

■  The  information  supplied  is  correct  and  is  a  true  representation  of  the  waste  disposal  site. 

■  The  applicant  has  not  withheld  any  information  about  the  proposed  site  from  the  third  party 
Professional  Engineer  or  the  Project  Technical  Information  Contact. 

■  The  application  is  complete  and  is  generally  consistent  with  the  sample  application  package  that  has 
been  developed  for  a  Waste  Comprehensive  CofA. 
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X  APPLICATION  REQUIREMENTS 


■  ENHANCED  QUALITY  ASSURANCE 

PROJECT  INFORMATION  TECHNICAL  CONTACT  (PREPARER)  DECLARATION 

The  application  pacl<age  must  include  a  statement  signed  by  the  Project  Technical  Information  Contact 
that  assisted  with  the  preparation  of  the  application  package  verifying  that: 

■  The  application  package  is  complete  and  is  a  true  representation  of  the  waste  disposal  site. 

■  The  Design  and  Operations  Report  is  based  on  technical  and  scientific  principles  in  accordance  with 
current  and  generally  accepted  ethics  and  practices. 

■  He/she  has  not  withheld  any  information  from  the  Applicant. 

■  The  details  provided  in  the  D&O  Report  and  the  Engineer's  Report  are  accurate  and  that  he/she  has 
checked  all  tables,  figures,  drawings,  calculations  etc. 

THIRD  PARTY  PROFESSIONAL  ENGINEER  DECLARATION 

The  application  package  must  include  a  statement  signed  by  the  Professional  Engineer  verifying  that: 

■  The  application  package  is  complete  and  is  a  true  representation  of  the  waste  disposal  site. 

■  The  Design  and  Operations  Report  is  based  on  engineering  and  scientific  principles  in  accordance 
with  current  and  generally  accepted  ethics  and  practices. 

■  He/she  has  not  withheld  any  information  from  the  Applicant  or  Project  Technical  Information 
Contact. 

■  The  details  provided  in  the  D&O  Report  and  the  Engineer's  Report  are  accurate. 
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X  WASTE  COMPREHENSIVE  COFA  MODIFICATION  PROCESS 


A  private  company  or  municipality  operating  a  waste  disposal  site  under  a  Waste  Compreliensive  CofA  may 
mal<e  modifications  to  tlie  operations  of  tlie  waste  disposal  site  that  are  within  the  approved  envelope  of 
operational  flexibility  without  having  to  apply  for  an  amendment  to  the  CofA. 

Any  changes  to  the  waste  disposal  site  that  are  not  included  in  the  envelope  of  operational  flexibility  will 
require  the  owner  of  the  waste  disposal  site  to  prepare  and  submit  an  application  to  amend  the  CofA  through 
the  regular  CofA  application  process. 

Whenever  a  modification  is  being  made  to  a  waste  disposal  site  under  the  envelope  of  operational  flexibility 
of  a  Waste  Comprehensive  CofA,  the  CofA  holder  must  provide  a  Notification  Report  to  the  Part  V,  EPA 
Director  at  the  Environmental  Assessment  and  Approvals  Branch  and  to  the  District  Manager  of  the  Ministry 
District  Office. 

The  Notification  Report  must  provide  the  details  of  the  modifications  that  are  being  made  to  the  waste 
disposal  site  and  must  be  submitted  at  least  15  days  prior  to  implementing  the  modification. 

The  Notification  Report  will  be  screened  by  the  Environmental  Officer  at  the  Ministry  District  Office  to  verify 
that  the  modification  is  permitted  under  the  operational  flexibility  of  the  CofA. 


In  the  event  that  a  potential  discrepancy  is  identified  the  Ministry  will  advise  the  company  or  municipality  of 
the  issue  and  may  require  that  additional  information  and/or  clarification  be  provided. 
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NOTIFICATION  REPORT 


The  Notification  Report  must  include  the  following  information: 

■  A  description  of  the  change  to  the  operations  of  the  waste  disposal  site  including  an  assessment  of  the 
anticipated  environmental  effects  of  the  change. 

■  The  date  when  the  modification  to  the  waste  disposal  site  will  occur. 

■  Updated  versions  of  all  relevant  technical  documents  that  are  affected  by  the  change  including  the 
D&O  Report,  the  Drainage  Plan  and  the  Emergency  Response,  Spill  Reporting  and  Contingency  Plan. 

■  The  Notification  Report  must  include  signed  statements  by  both  the  Applicant  and  the  third  party 
Professional  Engineer  declaring  that  the  modifications  being  carried  out  are: 

o  permitted  under  the  operational  flexibility  that  has  been  incorporated  into  the  Waste 

Comprehensive  CofA, 
o  consistent  with  industry  best  management  practices,  and 

o  in  compliance  with  the  EPA,  OWRA,  etc.,  and  will  not  result  in  an  adverse  affect  or  nuisance. 

■  If  the  modification  includes  an  increase  to  the  amount  of  waste  that  will  be  stored  at  the  waste  disposal 
site  then  the  additional  amount  of  Financial  Assurance  (FA)  that  is  required  must  be  included  in  the 
package  that  is  provided  to  the  Environmental  Assessment  and  Approvals  Branch.  If  the  Part  V,  EPA 
Director  has  not  previously  assessed  the  FA  estimate  associated  with  the  increased  amount  of  waste, 
then  the  CofA  holder  must  submit  an  FA  estimate  to  the  Director  for  approval  prior  to  increasing  the  site 
storage. 
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X  SAMPLE  APPLICATION  PACKAGE  -  ACME' 


In  an  effort  to  increase  the  initial  quality  of  applications  that  are  received  the  Ministry  has  developed  a  sample 
application  package  for  a  Waste  Comprehensive  CofA.  The  sample  application  package  illustrates  to 
prospective  applicants  and  environmental  consultants  what  is  considered  to  be  a  complete  submission, 
including  the  required  level  of  technical  detail  and  preferred  formatting  approach. 

The  sample  application  package  has  been  prepared  to  complement  the  application  requirements  described 
in  the  Guide  for  Applying  for  Approval  of  Waste  Disposal  Sites  document.  It  was  developed  as  part  of  the 
ACME  continuous  improvement  project  in  which  the  Ministry  is  making  available  examples  of  high  quality  and 
complete  application  packages  for  various  activities  that  are  subject  to  the  requirement  to  obtain  a  CofA 
across  the  different  media  including  air,  waste  and  wastewater. 

The  Ministry  has  published  a  series  of  sample  application  packages  on  its  website  which  can  be  accessed  at 
http://www.ene.qov.on.ca/en/business/cofa/sample.php 

The  Waste  Comprehensive  CofA  sample  application  package  can  be  accessed  directly  on  the  Ministry's 
website  at  http://www.ene.qov.on.ca/envision/ap/6837e.pdf. 


It  is  the  expectation  that  all  applications  submitted  for  a  Waste  Comprehensive  CofA  are  prepared  in  a 
manner  that  is  generally  consistent  with  the  sample  application  package  in  both  technical  content  and 
formatting.  Applications  that  are  deemed  to  be  incomplete  will  be  cancelled  and  returned. 
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X  SAMPLE  APPLICATION  PACKAGE-  ACME' 


It  is  the  Ministry's  expectation  tliat  as  a  component  of  completing  tliis  orientation  session  that  all  participants 
independently  review  and  familiarize  themselves  with  the  sample  application  package  that  was  developed  for 
a  Waste  Comprehensive  CofA. 

The  following  is  an  overview  of  the  hypothetical  proposal  that  formed  the  basis  of  the  sample  application 
package. 


Applicant  -  ACME  Waste  Inc.  (a  private  waste  management  company) 
Site  location  - 123  Fraser  Drive,  Anytown,  Ontario 

Proposed  operations  -  new  waste  transfer  and  processing  site  limited  to  sorting  and  transfer  of  non- 
hazardous  municipal  waste 

Service  Area  -  Ontario 


The  following  documents  have  been  included  in  the  sample  application  package: 


Cover  letter 

Attachment  5  -  Financial  Assurance  Estimate 

Completed  Application  form 

Attachment  6  -  Engineer's  Report 

Attachment  2  -  Proof  of  Legal  Name 

Attachment  7  -  QA/QC  Declarations 

Attachment  3  -  Design  and  Operations  Report 

Attachment  8  -  Reference  Plan 

Attachment  4  -  Record  of  Public  Consultation 
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X  SAMPLE  APPLICATION  PACKAGE 


ACME  WASTE  INC.  PROPOSAL  DETAILS 


Initial  Operations 

Operating  Envelope 

Size  of  Waste  Processing  building 

2,200 

4,700  m^ 

vvcioLt?  1  y|Jt7o 

iviui  iiui|Jcii  vvcioLU  ^dii  UdiuyuiiUo^ 
inrlijriinn  Wri^tp  frnm  rp^idpntiril 

IllOimVJIII^    VVdOLvy   llwlll   1  ^OlVJvy  1  1  LICll  J 

IC&I  and  C&D  sources 

Mn  ^^HHitinn^^  1  flPYihilitw  nrnnncpH 

INU  ClUUILIUllCll  lltJAIUIIILy  |JI  UjJUoCi^U 

On  Site  Waste  Storage 

500  tonnes  total  storage 

500  tonnes  total  storage 

Waste  Receiving  -  daily 

1 ,200  tonnes  /  day 

2,500  tonnes  /  day 

Waste  Receiving  -  annual 

219,000  tonnes /year 

365,000  tonnes  /  year 

Residual  for  disposal  -  daily 

1 ,200  tonnes  /  day 

2,500  tonnes  /  day 

Residual  for  disposal  -  annual 

219,000  tonnes /year 

365,000  tonnes  /  year 

Outside  storage  of  waste 

Recyclable  material  in  leak  proof 
containers  only 

No  additional  flexibility  proposed 

Waste  receiving  hours 

7:00  am  -  8:00  pm  Mon-Sat 

24  hours/day,  7  days/week 

The  second  column  of  the  table  ('Initial  Operation')  shows  the  operating  limits  as  they  will  exist  when  the 
waste  disposal  site  is  initially  commissioned. 


The  D&O  Report  included  in  the  sample  application  package  is  based  on  this  initial  operating  scenario, 
does  not  describe  the  proposed  operational  flexibility. 


It 
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X  SAMPLE  APPLICATION  PACKAGE 


ACME  WASTE  INC.  PROPOSAL  DETAILS 


The  third  column  of  the  table  ('Operating  Envelope')  identifies  some  of  the  details  of  the  operational  flexibility 
that  have  been  proposed  for  the  waste  disposal  site. 

The  following  additional  elements  of  operational  flexibility  were  also  included  in  the  proposal: 

■  The  ability  to  make  modifications  to  the  waste  disposal  site  that  are  routine,  with  predictable  effects  that 
are  environmentally  insignificant.  Examples  of  this  would  include  the  construction  of  a  fence,  the 
addition  of  a  new  gate  and  the  expansion  or  relocation  of  the  existing  vehicle  parking  area. 

■  The  ability  to  make  modifications  to  the  waste  disposal  site  considered  to  be  administrative  in  nature. 

■  The  ability  to  make  modifications  to  the  waste  disposal  site's  processing  operations  and  equipment.  An 
example  of  this  would  include  the  addition  of  new  processing  equipment  to  transform  the  waste 
disposal  site  from  a  manual  waste  handling  operation  into  a  fully  automated  sorting  facility. 

■  The  ability  to  receive,  transfer  and  store  additional  residential  waste  in  the  event  of  an  emergency 
situation  that  results  in  an  inability  of  a  municipality  in  Ontario  to  manage  its  waste  under  the  existing 
network  of  waste  disposal  site  CsofA.  This  would  include  a  situation  such  as  the  closing  of  the 
U.S./Canada  border  to  waste  shipments,  or  a  labour  action. 

Each  of  the  above  elements  of  operational  flexibility  was  described  by  ACME  Waste  Inc.  in  the  Engineers 
Report. 
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X  SAMPLE  WASTE  COMPREHENSIVE  COFA 


An  example  of  a  typical  Waste  Comprehensive  CofA  has  been  developed  based  on  the  specific  application 
details  included  in  the  ACME  Waste  Inc.  sample  application  package.  You  will  notice  that  the  example  Waste 
Comprehensive  CofA  includes  a  reduced  number  of  site  specific  requirements  than  what  you  may  be 
accustomed  to  when  compared  to  a  CofA  that  is  issued  through  the  regular  approvals  process.  This  is  a 
result  of  the  flexible  nature  of  the  CofA.  In  a  Waste  Comprehensive  CofA  the  majority  of  the  site  specific 
compliance  requirements  for  a  waste  disposal  site  are  established  in  the  Design  and  Operations  Report. 

The  following  table  illustrates  the  components  of  the  CofA  that  are  specific  to  a  Waste  Comprehensive  CofA. 
As  part  of  this  orientation  session  you  will  be  asked  to  familiarize  yourself  with  these. 


Definitions  -  Waste  Comprehensive 
CofA  specific 

Conditions  -  Waste 
Comprefiensive  CofA  specific 

Condition  No. 

Current  Design  and  Operations  Report 

Modifications 

10.1 

Engineer's  Report 

Operating  Envelope 

10.2 

Independent  Professional  Engineer 

Limitations 

10.3 

Infrastructure 

Notification  Report 

10.4 

Modifications 

Fire  Safety  Plan 

10.5 

Operating  Envelope 

Approved  Waste  Types 

13.1 

Emergency  Situation 

13.2 

Approved  Waste  Quantities 

14.1,  14.2,  14.3 

Waste  Storage 

15.1 

Processing 

16.1 

Design  and  Operations  Report 

18.1,  18.2,  18.3,  18.4,  18.5 

Odour  Control 

19.4 
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Ministry  of  the  Environment 
Ministere  de  I'Environnement 


PROVISIONAL  CERTIFICATE  OF  APPROVAL 

WASTE  DISPOSAL  SITE 

NUMBER  1234-ABCDEF 
Issue  Date:  April  1 ,  2009 


Site  Location: 


ACME  Waste  Inc. 
123  Fraser  Drive 
Anytown,  Ontario 
B2C  2C3 

ACME  Waste  Inc. 
123  Fraser  Drive 
Anytown,  Ontario 
B2C  2C3 


You  have  applied  in  accordance  with  Section  27  of  the  Environmental  Protection  Act  for  approval  of: 

the  establishment  and  operation  of  a  Waste  Disposal  Site  (Transfer  and  Processing)  consisting  of  a  5.00  hectare  of  property  located  at 
Lot  1,  Concession  10,  Registered  Plan  12R-001  in  the  Municipality  of  Anytown. 

to  be  used  for  the  sorting  and  transfer  of  Municipal  Waste. 

For  the  purpose  of  this  Certificate  of  Approval  and  the  terms  and  conditions  specified  below,  the  following  definitions  apply: 
DEFINITIONS 


(1) 


"EPA"  means  the  Environmental  Protection  Act,  R.S.O.  1990,  C.E-19,  as  amended; 
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(2)  "Certificate"  means  this  entire  provisional  Certificate  of  Approval  document,  issued  in  accordance  with  section  39  of  the 
EPA,  and  includes  any  schedules  to  it,  the  application  and  the  supporting  documentation  listed  in  Schedule  "A; 

(3)  "Current  Design  and  Operations  Report"  means  the  Design  and  Operations  Report  contained  within  Item  3  of  Schedule 
"A"  of  this  Certificate  or  the  most  recent  Design  and  Operations  Report  that  the  Owner  has  submitted  to  the  Ministry  in 
accordance  with  Condition  10.4  of  this  Certificate; 

(4)  "Director"  means  any  Ministry  employee  appointed  in  writing  by  the  Minister  pursuant  to  section  5  of  the  EPA  as  a 
Director  for  the  purposes  of  Part  V  of  the  EPA; 

(5)  "District  Manager"  means  the  District  Manager  of  the  local  district  office  of  the  Ministry  in  which  the  Site  is 
geographically  located; 

(6)  "Engineer's  Report"  means  a  report  prepared  under  the  direction  of  and  signed  by  an  Independent  Professional  Engineer 
that  sets  out  the  Operating  Envelope; 


(7)  "Fire  Safety  Plan"  means  a  Fire  Safety  Plan  for  the  Site  that  is  deemed  to  have  been  found  acceptable  by  the  local  fire 
service  authority; 

(8)  "Independent  Professional  Engineer"  means  a  Professional  Engineer  licensed  to  Practice  in  the  Province  of  Ontario  and 
who  is  not  an  employee  of  the  Owner; 

(9)  "Infrastructure"  means  the  structural  elements  that  are  used  at  the  waste  disposal  site  approved  by  this  Certificate 
including  buildings,  structures,  grounds  and  utilities; 


(10)     "Ministry"  means  the  Ontario  Ministry  of  the  Environment; 


(11)     "Modifications"  means  a  change  to  the  waste  disposal  site  identified  in  the  Engineer's  Report  and  approved  by  this 
Certificate  including  changes  to  how  the  Site  is  used,  operated,  altered  or  enlarged; 


(12)  "Municipal  Waste"  means  municipal  waste  as  defined  in  Ontario  Regulation  347; 

(13)  "OWRA"  means  the  Ontario  Water  Resources  Act,  R.S.O.  1990,  c.  O.40,  as  amended; 
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(15) 
(16) 

(17) 
(18) 

(19) 

(20) 
(21) 

(22) 

(23) 

(24) 


"Operating  Envelope"  means  the  limits  on  the  pre-approved  Modifications  that  the  Owner  may  make  to  the  Site  without 
further  amendment  to  the  Certificate; 


"Operator"  means  any  person,  other  than  the  Owner's  employees,  authorized  by  the  Owner  as  having  the  charge, 
management  or  control  of  any  aspect  of  the  site; 

"Owner"  means  any  person  that  is  responsible  for  the  establishment  or  operation  of  the  Site  being  approved  by  this 
Certificate,  and  includes  ACME  Waste  Inc.,  its  successors  and  assigns; 

"PA"  means  the  Pesticides  Act,  R.S.O.  1990,  c.  P-11,  as  amended  from  time  to  time; 

"processed  waste"  means  waste  that  has  been  sorted,  baled,  mulched  or  otherwise  handled  to  allow  the  waste  to  be 
diverted  for  recycling; 

"Provincial  Officer"  means  any  person  designated  in  writing  by  the  Minister  as  a  provincial  officer  pursuant  to  section  5 
of  the  OWRA  or  section  5  of  the  EPA  or  section  17  of  PA; 

"putrescible  waste"  means  organic  waste  that  rapidly  decomposes,  such  as  food  waste; 

"Reg.  347"  means  Regulation  347,  R.R.O.  1990,  General  -  Waste  Management,  made  under  the  EPA,  as  amended  from 
time  to  time; 

"residual  waste"  means  waste  that  is  destined  for  final  disposal  or  further  processing  at  another  approved  waste  disposal 
facility; 

"Site"  means  the  entire  5.00  hectare  of  property  located  Lot  1,  Concession  10,  Registered  Plan  12R-001  in  the 
Municipality  of  Anytown;  and 

"Trained  personnel"  means  competent  personnel  that  have  been  trained  through  instruction  and/or  practice  in  accordance 
with  Condition  24.1  of  this  Certificate. 
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You  are  hereby  notified  that  this  approval  is  issued  to  you  subject  to  the  terms  and  conditions  outlined  below: 
TERMS  AND  CONDITIONS 

1.0  Compliance 

1.1  The  Owner  and  Operator  shall  ensure  compliance  with  all  the  conditions  of  this  Certificate  and  shall  ensure  that  any  person 
authorized  to  carry  out  work  on  or  operate  any  aspect  of  the  Site  is  notified  of  this  Certificate  and  the  conditions  herein  and 
shall  take  all  reasonable  measures  to  ensure  any  such  person  complies  with  the  same. 

1.2  Any  person  authorized  to  carry  out  work  on  or  operate  any  aspect  of  the  Site  shall  comply  with  the  conditions  of  this 


1.3      The  Site  shall  be  operated  and  maintained  at  all  times  including  management  and  disposal  of  all  waste  in  accordance  with  the 
EPA,  Reg.  347  and  the  conditions  of  this  Certificate.  At  no  time  shall  the  discharge  of  a  contaminant  that  causes  or  is  likely  to 
cause  an  adverse  effect  be  permitted. 

2.0  Design,  Develop,  Build,  Operate,  Modify  and  Maintain  in  Accordance 

2.1  Except  as  otherwise  provided  for  in  this  Certificate,  the  Site  shall  be  designed,  developed,  built,  operated,  modified  and 
maintained  in  accordance  with  the  application  for  this  Certificate,  dated  November  14,  2008,  the  Design  and  Operations  Report 
as  updated  from  time  to  time,  the  Engineer's  Report  and  the  other  supporting  documentation  listed  in  Schedule  "A". 

3.0  Interpretation 

3.1  Where  there  is  a  conflict  between  a  provision  of  any  document,  including  the  application,  referred  to  in  this  Certificate,  and  the 
conditions  of  this  Certificate,  the  conditions  in  this  Certificate  shall  take  precedence. 

3.2  Where  there  is  a  conflict  between  the  application  and  a  provision  in  any  documents  listed  in  Schedule  "A",  the  application  shall 
take  precedence,  unless  it  is  clear  that  the  purpose  of  the  document  was  to  amend  the  application  and  that  the  Ministry 
approved  the  amendment. 
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3.3  Where  there  is  a  conflict  between  any  two  documents  hsted  in  Schedule  "A",  other  than  the  application,  the  document  bearing 
the  most  recent  date  shall  take  precedence. 

3.4  The  requirements  of  this  Certificate  are  severable.  If  any  requirement  of  this  Certificate,  or  the  application  of  any  requirement 
of  this  Certificate  to  any  circumstance,  is  held  invalid  or  unenforceable,  the  application  of  such  requirement  to  other 
circumstances  and  the  remainder  of  this  certificate  shall  not  be  affected  thereby. 

4.0  Other  Legal  Obligations 

4.1  The  issuance  of,  and  compliance  with,  this  Certificate  does  not: 

(1)  relieve  any  person  of  any  obligation  to  comply  with  any  provision  of  any  applicable  statute,  regulation  or  other  legal 
requirement  including,  but  not  limited  to: 

(a)  obtaining  site  plan  approval  from  the  local  municipal  authority; 

(b)  obtaining  all  necessary  building  permits  from  the  local  municipal  authority  Building  Services  Division; 

(c)  obtaining  approval  from  the  Chief  Fire  Prevention  Officer,  local  municipal  authority:  or 

(2)  limit  in  any  way  the  authority  of  the  Ministry  to  require  certain  steps  be  taken  or  to  require  the  Owner  and  Operator  to 
furnish  any  further  information  related  to  compliance  with  this  Certificate. 

5.0  Adverse  Effect 

5.1  The  Owner  and  Operator  shall  take  steps  to  minimize  and  ameliorate  any  adverse  effect  on  the  natural  environment  or 
impairment  of  water  quality  resulting  from  the  Site,  including  such  accelerated  or  additional  monitoring  as  may  be  necessary  to 
determine  the  nature  and  extent  of  the  effect  or  impairment. 

5.2  Despite  an  Owner,  Operator  or  any  other  person  fulfilling  any  obligations  imposed  by  this  Certificate  the  Owner,  Operator  or 
any  other  person  remains  responsible  for  any  contravention  of  any  other  condition  of  this  Certificate  or  any  applicable  statute, 
regulation,  or  other  legal  requirement  resulting  from  any  act  or  omission  that  caused  the  adverse  effect  to  the  natural 
environment  or  impairment  of  water  quality. 
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Change  of  Owner 


The  Owner  shall  notify  the  Director  in  writing,  and  forward  a  copy  of  the  notification  to  the  District  Manager,  within  thirty 
(30)  days  of  the  occurrence  of  any  changes: 

(1)  the  ownership  of  the  Site; 

(2)  the  Operator  of  the  Site; 

(3)  the  address  of  the  Owner  or  Operator; 

(4)  the  partners,  where  the  Owner  is  or  at  any  time  becomes  a  partnership  and  a  copy  of  the  most  recent  declaration  filed 
under  the  Business  Names  Act,  R.S.O.  1990,  c.  B-17  shall  be  included  in  the  notification;  and 

(5)  the  name  of  the  corporation  where  the  Owner  is  or  at  any  time  becomes  a  corporation,  other  than  a  municipal 
corporation,  and  a  copy  of  the  most  current  information  filed  under  the  Corporations  Information  Act,  R.S.O.  1990,  c. 
C-39  shall  be  included  in  the  notification. 

No  portion  of  this  Site  shall  be  transferred  or  encumbered  prior  to  or  after  closing  of  the  Site  unless  the  Director  is  notified  in 
advance  and  sufficient  financial  assurance  is  deposited  with  the  Ministry  to  ensure  that  these  conditions  will  be  carried  out.  In 
the  event  of  any  change  in  ownership  of  the  Site,  other  than  change  to  a  successor  municipality,  the  Owner  shall  notify  the 
successor  of  and  provide  the  successor  with  a  copy  of  this  Certificate,  and  the  Owner  shall  provide  a  copy  of  the  notification  to 
the  District  Manager  and  the  Director. 

Financial  Assurance 

(1)      Within  twenty  (20)  days  of  issuance  of  the  Certificate,  the  Owner  shall  submit  to  the  Director,  financial  assurance  as 

defined  in  Section  131  of  the  EPA,  in  the  amount  of  $65,000.00.  This  financial  assurance  shall  be  in  a  form  acceptable 
to  the  Director  and  shall  provide  sufficient  funds  for  the  analysis,  transportation.  Site  clean-up,  monitoring  and  disposal 
of  all  quantities  of  waste  permitted  to  be  on  Site  at  any  one  time; 
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(2)      Thirty  (30)  days  prior  to  increasing  the  storage  capacity  of  the  Site  in  accordance  with  Condition  10.2  (5)  of  this 

Certificate,  the  Owner  shall  submit  to  the  Director,  for  approval,  an  evaluation  of  the  amount  of  financial  assurance  as 
described  in  Condition  7.1(1). 


(3)  Additional  financial  assurance,  if  required,  must  be  submitted  to  the  Director  within  twenty  (20)  days  of  written 
acceptance  of  the  re-evaluation  by  the  Director  and  must  be  in-place  prior  to  increasing  the  amount  of  waste  stored  on 
Site; 

(4)  Commencing  on  April  1,  2012,  and  every  three  (3)  years  thereafter,  the  Owner  shall  provide  to  the  Director  a  re- 
evaluation  of  the  amount  of  the  financial  assurance  to  facilitate  the  actions  required  under  Condition  7.1(1).  Additional 
financial  assurance,  if  required,  must  be  submitted  to  the  Director  within  twenty  (20)  days  of  written  acceptance  of  the 
re-evaluation  by  the  Director; 

(5)  Commencing  on  April  1,  2010,  the  Owner  shall  prepare  and  maintain  at  the  Site  an  updated  re-evaluation  of  the  amount 
of  financial  assurance  required  to  implement  the  actions  required  under  Condition  7.1(1)  for  each  of  the  intervening 
years  in  which  a  re-evaluation  is  not  required  to  be  submitted  the  Director  under  Condition  7.1  (4).  The  re-evaluation 
shall  be  made  available  to  the  Ministry,  upon  request. 

(6)  The  amount  of  financial  assurance  is  subject  to  review  at  any  time  by  the  Director  and  may  be  amended  at  his/her 
discretion;  and 

(7)  If  any  financial  assurance  is  scheduled  to  expire  or  notice  is  received,  indicating  financial  assurance  will  not  be 
renewed,  and  satisfactory  methods  have  not  been  made  to  replace  the  financial  assurance  at  least  sixty  (60)  days  before 
the  financial  assurance  terminates,  the  Owner  shall  forthwith  replace  the  financial  assurance  with  cash. 


8.0  Inspections 


8.1      No  person  shall  hinder  or  obstruct  a  Provincial  Officer  from  carrying  out  any  and  all  inspections  authorized  by  the  OWRA,  the 
EPA,  or  the  PA,  of  any  place  to  which  this  Certificate  relates,  and  without  limiting  the  foregoing: 


(1)      to  enter  upon  the  premises  where  the  approved  works  are  located,  or  the  location  where  the  records  required  by  the 
conditions  of  this  Certificate  are  kept; 
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(2)  to  have  access  to,  inspect,  and  copy  any  records  required  to  be  kept  by  the  conditions  of  this  Certificate; 

(3)  to  inspect  the  Site,  related  equipment  and  appurtenances; 

(4)  to  inspect  the  practices,  procedures,  or  operations  required  by  the  conditions  of  this  Certificate;  and 

(5)  to  sample  and  monitor  for  the  purposes  of  assessing  compliance  with  the  terms  and  conditions  of  this  Certificate  or  the 


9.0  Information  and  Record  Retention 

9.1  Any  information  requested,  by  the  Ministry,  concerning  the  Site  and  its  operation  under  this  Certificate,  including  but  not 
limited  to  any  records  required  to  be  kept  by  this  Certificate  shall  be  provided  to  the  Ministry,  upon  request,  in  a  timely 


9.2  The  receipt  of  any  information  by  the  Ministry  or  the  failure  of  the  Ministry  to  prosecute  any  person  or  to  require  any  person  to 
take  any  action,  under  this  Certificate  or  under  any  statute,  regulation  or  other  legal  requirement,  in  relation  to  the  information, 
shall  not  be  construed  as: 

(1)  an  approval,  waiver,  or  justification  by  the  Ministry  of  any  act  or  omission  of  any  person  that  contravenes  any  term  or 
condition  of  this  Certificate  or  any  statute,  regulation  or  other  legal  requirement;  or 

(2)  acceptance  by  the  Ministry  of  the  information's  completeness  or  accuracy. 

9.3  All  records  required  by  the  conditions  of  this  Certificate  must  be  retained  on  Site  for  a  minimum  period  of  five  (5)  years  from 
the  date  of  their  creation. 

9.4  Any  information  relating  to  this  Certificate  and  contained  in  Ministry  files  may  be  made  available  to  the  public  in  accordance 
with  the  provisions  of  the  Freedom  of  Information  and  Protection  of  Privacy  Act,  R.S.O.  1990,  C.  F-31. 


EPA,  the  OWRA  or  the  PA. 
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10.0  Limited  Operational  Flexibility  -  Design,  Operation  and  Management 

10.1  The  Owner  may  make  Modifications  to  the  Site  and  the  Design  and  Operations  Report  in  accordance  with  the  terms  of  this 
condition  and  the  pre-approved  hmits  of  the  Operating  Envelope  as  described  in  the  Engineer's  Report  contained  within  Item  2 
of  Schedule  "A". 

10.2  For  greater  certainty,  the  following  Modifications  to  the  Site  are  permitted  as  part  of  the  Operating  Envelope: 
(1)      the  ability  to  make  Modifications  to  the  Site's  infrastructure; 

the  ability  to  make  Modifications  to  the  Site's  processing  operations  and  equipment; 


(2) 
(3) 

(4) 


the  ability  to  increase  the  amount  of  waste  that  may  be  received  at  the  Site  within  the  pre-approved  limits  of  the 
Operating  Envelope;  and 

the  ability  to  increase  the  amount  of  waste  that  may  be  stored  at  the  Site  within  the  pre-approved  limits  of  the  Operating 
Envelope. 


10.3     For  greater  certainty,  the  following  Modifications  to  the  Site  are  not  permitted  as  part  of  the  Operating  Envelope: 

(1)  extending  the  Site  onto  adjacent  lands; 

(2)  changing  the  function  of  the  approved  operations  of  the  Site  from  a  waste  disposal  site  used  for  the  sorting  and  transfer 
of  solid  Municipal  Waste; 

(3)  accepting  additional  types  of  waste  including  hazardous  waste,  liquid  industrial  waste,  municipal  or  industrial  sewage, 
or  additional  categories  of  Municipal  waste; 

(4)  changes  to  the  Site  not  identified  in  the  Engineer's  Report;  or 

(5)  changes  to  the  Site  that  have  requirements  under  the  Environmental  Assessment  Act. 
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Review 


10.4     The  Owner  shall  provide  a  written  notification  to  the  District  Manager  and  Director  at  least  fifteen  (15)  days  prior  to  making 
Modifications  to  the  Site  in  accordance  with  Condition  10.1.  At  a  minimum  the  notification  shall  include  the  following: 

(1)  a  description  of  the  change  to  the  operations  of  the  Site  including  an  assessment  of  the  anticipated  environmental 
effects  of  the  Modifications; 

(2)  updated  versions  of,  or  amendments  to,  all  relevant  technical  documents  required  by  this  Certificate  that  are  affected  by 
the  Modification  including  but  not  necessarily  limited  to  an  updated  Site  Plan  drawing.  Design  and  Operations  Report 
and  the  Spill  Prevention,  Control  &  Countermeasures  Plan  including  a  document  control  record  that  tracks  all  changes 
that  were  made  to  the  documents;  and 

(3)  a  statement  signed  by  the  Owner  and  an  Independent  Professional  Engineer  declaring  that  the  Modifications  made  to 
the  Site  are  done  so  in  accordance  with  the  Operating  Envelope,  are  consistent  with  industry's  best  management 
practices  and  are  not  likely  to  result  in  an  adverse  effect. 

^^^^^  10.5     Notwithstanding  Condition  10.4,  if  the  Modifications  made  to  the  Site  require  an  amendment  to  the  Site's  Fire  Safety  Plan  the 
P^^^^  Owner  shall  obtain  the  authorization  of  the  local  fire  services  authority  prior  to  instituting  the  Modifications.  A  copy  of  the 

approved  plan  must  be  forwarded  to  the  District  Manager. 

11.0  Service  Area  and  Hours  of  Operations. 

11.1  Only  waste  that  is  generated  within  geographical  boundaries  of  the  Province  of  Ontario  shall  be  accepted  at  the  Site. 

1 1.2  The  Site  may  operate  twenty  four  hours  per  day,  Monday  through  Saturday  unless  otherwise  limited  either  by  municipal  by- 
laws or  the  operating  hours  that  are  identified  in  the  current  Design  and  Operations  Report. 

12.0  Signage  and  Security 

12.1  The  Owner  shall  install  a  sign  at  the  main  entrance/exit  to  the  Site  on  which  is  legibly  displayed  the  following  information: 

(1)  the  name  of  the  Site  and  Owner; 

(2)  the  number  of  this  Certificate; 

NEXT' 
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(3)      a  twenty-four  (24)  hour  telephone  number  that  can  be  used  to  reach  the  Owner  in  the  event  of  a  complaint  or  an 
emergency;  and 


(4)      the  type  of  waste  that  is  approved  for  receipt  at  the  Site. 


12.2     The  Owner  shall  operate  and  maintain  the  Site  in  a  secure  manner,  with  access  to  the  Site  regulated  and  perimeter  of  the  Site 
secured  by  fencing  or  natural  features.  During  non-operating  hours,  the  Site  entrance  and  exit  gates  shall  be  locked  and  the 
Site  shall  be  secured  against  access  by  unauthorized  persons. 


13.0    Approved  Waste  Types 


13.1     The  Owner  may  only  accept  Municipal  Solid  Waste  at  the  Site  provided  that  the  categories  and  sources  of  waste  are  identified 
in  the  current  Design  and  Operations  Report. 

13.2     Notwithstanding  Condition  13.1,  the  Owner  may  accept  any  solid  Municipal  Waste  at  the  Site  if  the  Owner  has  received 

written  notification  from  a  Ministry  employee  appointed  for  the  purposes  of  Section  31  of  the  EPA,  including  the  Director  and 
District  Manager,  advising  the  Owner  that  the  waste  may  be  received  to  alleviate  an  emergency  described  in  Section  31  of  the 
EPA. 

13.3     (1)    The  Owner  shall  ensure  all  incoming  loads  are  inspected  by  a  trained  attendant  to  ensure  only  waste  approved  under  this 
Certificate  are  received  at  this  Site; 


(2)  If  any  incoming  waste  load  is  known  to,  or  is  discovered  to,  contain  unapproved  waste,  that  load  shall  not  be  accepted 
at  the  Site;  and 

(3)  If  any  unapproved  waste  is  discovered  on-site,  that  waste  shall  be  immediately  disposed  of  in  accordance  with  the  EPA 
and  Reg.  347. 

14.0    Approved  Waste  Quantities 


Review     ^^'^  amount  of  waste  that  may  be  received  at  the  Site  in  any  one  day  shall  not  exceed  the  amount  identified  in  the  current 

Design  and  Operations  Report,  up  to  the  following  Operating  Envelope  maximum  of  2,500  tonnes. 
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14.2     The  amount  of  residual  waste  that  may  be  transferred  from  the  Site  for  final  disposal  shall  not  exceed  the  amounts  identified  in 
the  current  Design  and  Operations  Report,  up  to  the  Operating  Envelope  maximum  of: 


(1)  365,000  tonnes  of  waste  per  year;  and 

(2)  2,500  tonnes  of  waste  in  any  one  day. 


14.3  The  maximum  amount  of  waste,  including  unprocessed  waste,  in-process  waste,  processed  waste  and  residual  waste  that  may 
be  stored  at  the  Site  at  any  one  time  shall  not  exceed  the  amounts  identified  in  the  current  Design  and  Operations  Report,  up  to 

 the  Operating  Envelope  maximum  of  a  combined  total  of  500  tonnes.  

14.4  In  the  event  that  residual  waste  and/or  processed  waste  cannot  be  transferred  from  the  Site,  the  Owner  shall  cease  accepting 
any  additional  waste. 


15.0    Waste  Storage 


15.1     Waste  must  be  stored  in  accordance  with  the  current  Design  and  Operations  Report  and  at  a  minimum  the  Owner  shall  ensure 
that: 


(1)  all  activities  related  to  the  unloading,  processing  and  storing  of  incoming  waste,  in-process  waste  and  residual  waste 
shall  be  conducted  indoors  at  all  times; 

(2)  all  putrescible  waste  shall  be  removed  from  the  tipping  floor  at  the  end  of  each  operating  day  and  the  tipping  floor 
cleaned  as  necessary.  Any  putrescible  waste  that  is  not  removed  from  the  Site  at  the  end  of  the  operating  day  shall  be 
stored  indoors  in  a  tarped  or  enclosed  container;  and 

(3)  all  containers  used  for  the  outside  storage  of  non  putrescible  processed  waste  that  is  destined  for  recycling  markets  shall 
be  maintained  in  a  leakproof  condition  and  shall  be  tarped  or  enclosed  unless  material  is  being  added  or  removed. 
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16.0  Processing 


16.1     Processing  carried  out  at  the  Site  is  limited  to  the  sorting  and  transfer  of  Municipal  Waste  as  described  in  the  current  Design 


eview 


and  Operations  Report. 


17.0  Procedures  Manual  and  Preventative  Maintenance 

17.1  A  procedures  manual  specific  to  the  Site  shall  be  prepared  within  thirty  (30)  days  of  issuance  of  this  Certificate  and  shall  be 
maintained  current  at  all  times  and  kept  at  the  Site  in  central  location  that  is  accessible  to  Site  personnel.  The  procedures 
manual  shall  contain  detailed  standard  operating  procedures  relating  to  all  aspects  of  the  handling  and  processing  of  waste  at 
the  Site  including  contingency  procedures  to  be  followed  in  the  event  of  equipment  malfunction,  a  labour  disruption, 
transportation  disruption,  inability  of  receiving  sites  to  accept  waste  or  other  business  disruption  to  the  operation. 

17.2  Within  ninety  (90)  days  of  issuance  of  the  Certificate,  the  Owner  shall  develop  and  implement  a  preventative  maintenance 
program  for  all  on-site  equipment  associated  with  the  handling  and  processing  of  waste.  The  preventative  maintenance 
program  shall  be  available  on  Site  for  inspection  by  a  Provincial  Officer  upon  request. 

18.0  Design  and  Operations  Report 

18.1  The  Design  and  Operations  Report  shall  be  retained  at  the  Site;  kept  up  to  date;  and  be  available  for  inspection  by  Ministry 
staff.  The  Design  and  Operations  Report  shall  contain  at  a  minimum  the  information  specified  for  a  waste  processing  site  as 
described  in  the  most  recent  version  of  the  Ministry  publication  "Guide  for  Applying  for  Approval  of  Waste  Disposal  Site". 

18.2  The  Owner  may  amend  the  current  Design  and  Operations  Report  in  accordance  with  Condition  10  of  this  Certificate. 

18.3  Changes  to  the  Design  and  Operations  Report,  with  the  exception  of  changes  made  under  Condition  10,  shall  be  submitted  to 
the  Director  for  approval. 

18.4  If  the  Owner  has  made  Modifications  to  the  Site  in  accordance  with  Condition  10  the  Owner  shall  ensure  that  the  Site  is  built, 
operated  and  maintained  in  accordance  with  the  current  Design  and  Operations  Report. 


18.5     The  Owner  shall  maintain  a  document  control  record  at  the  Site  that  tracks  all  changes  that  are  made  to  the  Design  and 
Operations  Report. 
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19.0 

19.1 

19.2 

19.3 
19.4 


19.5 
19.6 


Nuisance  Control 

The  Owner  shall  operate  and  maintain  the  Site  such  that  the  dust,  odours,  vectors,  birds,  litter,  vibration,  noise  and  traffic  do 
not  create  a  nuisance. 

If  at  any  time  vectors  or  vermin  become  a  nuisance,  the  Owner  shall  hire  a  qualified,  licensed  pest  control  professional  to 
design  and  implement  a  pest  control  plan  for  the  Site.  The  pest  control  plan  shall  then  remain  in  place  until  the  Site  has  been 
closed  and  this  Certificate  has  been  revoked. 

If  at  any  time  litter  becomes  a  nuisance,  the  Owner  shall  develop  a  litter  control  plan,  satisfactory  to  the  District  Manager, 
which  shall  detail  all  practical  steps  that  the  Owner  shall  implement  to  control  litter  at  the  Site. 

(1)      If  at  any  time  odours  are  generated  at  the  Site  resulting  in  complaints  the  Owner  shall  take  appropriate  remedial 
actions  immediately  to  eliminate  the  cause  of  the  problem.  Appropriate  measures  may  include  the  removal  of  waste 
from  the  Site  and  temporary  stoppage  of  all  operations  until  the  problem  has  been  rectified  and  measures  have  been 
undertaken  to  prevent  future  occurrence. 

(2)      If  in  the  event  that  the  District  Manager  has  determined  odours  to  be  a  persistent  cause  of  nuisance  at  the  Site  the 

Owner  shall  prepare  and  submit  to  the  District  Manager  an  Odour  Monitoring  Program  that  is  designed  to  detect  and 
identify  any  odours  originating  from  the  operation  of  the  Site  which  may  cause  nuisance  impacts.  The  Odour 
Monitoring  Program  shall  include  a  survey  of  sensitive  receptors  in  the  vicinity  of  the  Site  and  shall  outline  all 
operational  controls,  monitoring,  measurement  and  corrective  actions,  and  communication  and  management  reviews 
required  to  achieve  the  objective  of  managing  odour  associated  with  the  handling  of  putrescible  waste  at  the  Site  in 
order  to  prevent  or  mitigate  any  odour  impacts  on  the  nearby  sensitive  receptors. 

The  Owner  shall  ensure  that  there  is  no  queuing  or  parking  of  trucks  that  are  waiting  to  enter  this  Site  on  any  roadway  that  is 
not  a  distinct  part  of  this  Site. 

The  Owner  shall  ensure  that  vehicles  leaving  this  Site  do  not  drag  dirt  and/or  other  material  that  may  become  a  contaminant  or 
a  nuisance  onto  public  roads. 
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20.0  Stormwater  Management 

20.1  The  Owner  shall  ensure  that  contact  between  stormwater  and  received  waste,  processed  waste  and  residual  waste  is  kept  to  a 
minimum. 

20.2  The  Owner  shall  manage  all  discharges  from  this  Site,  including  sanitary  and  stormwater  runoff,  in  accordance  with 
appropriate  municipal,  provincial  and/or  federal  legislation,  regulation  and  by-laws. 

21.0  Site  Inspections 

21.1  Trained  Personnel  shall  carry  out  a  visual  inspection  of  the  Site  each  day  the  Site  is  in  operation  to  ensure  that: 

(1)  the  Site  is  secure; 

(2)  that  the  operation  of  the  Site  is  not  causing  any  nuisances; 

(3)  that  the  operation  of  the  Site  is  not  causing  any  adverse  effects  on  the  environment;  and 

(4)  that  the  Site  is  being  operated  in  compliance  with  this  Certificate. 


21.2  Any  deficiencies  discovered  as  a  result  of  an  inspection  carried  out  under  Condition  21.1  shall  be  remedied  immediately, 
including  temporarily  ceasing  operations  at  the  Site  if  needed. 

21.3  A  record  of  the  inspections  shall  be  kept  in  the  daily  log  book  that  includes  the  following  information: 

(1)  the  name  and  signature  of  person  that  conducted  the  inspection; 

(2)  the  date  and  time  of  the  inspection; 

(3)  a  list  of  any  deficiencies  discovered; 

(4)  any  recommendations  for  action;  and 
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(5)      the  date,  time  and  description  of  actions  taken. 


22.0  Complaints 

22.1  If  at  any  time,  the  Owner  receives  complaints  regarding  the  operation  of  the  Site,  the  Owner  shall  respond  to  these  complaints 
according  to  the  following  procedure: 


(1)         The  Owner  shall  record  and  number  each  complaint,  either  electronically  or  in  a  log  book,  and  shall  include  the 
following  information: 

(a)  the  nature  of  the  complaint; 

(b)  the  name,  address  and  the  telephone  number  of  the  complainant  if  the  complainant  will  provide  this 
information;  and 

(c)  the  time  and  date  of  the  complaint; 

(2)  The  Owner,  upon  notification  of  the  complaint,  shall  initiate  appropriate  steps  to  determine  all  possible  causes  of  the 
complaint,  proceed  to  take  the  necessary  actions  to  eliminate  the  cause  of  the  complaint  and  forward  a  formal  reply  to 
the  complainant;  and 

(3)  The  Owner  shall  complete  and  retain  on-site  a  report  written  within  one  (1)  week  of  the  complaint  date,  listing  the 
actions  taken  to  resolve  the  complaint  and  any  recommendations  for  remedial  measures,  and  managerial  or  operational 
changes  to  reasonably  avoid  the  recurrence  of  similar  incidents. 


23.0    Spill  Prevention,  Control  &  Countermeasures  Plan 


23.1     The  Owner  shall  implement  and  maintain  a  Spill  Prevention,  Control  &  Countermeasures  Plan  for  the  Site.  The  Spill 
Prevention,  Control  &  Countermeasures  Plan  shall  include,  but  not  necessarily  be  limited  to: 

(1)      emergency  response  procedures  to  be  undertaken  in  the  event  of  a  spill  or  process  upset,  including  specific  clean  up 
methods  for  each  different  type  of  waste  the  Site  is  approved  to  accept; 


(2)      a  list  of  equipment  and  spill  clean  up  materials  available  in  case  of  an  emergency; 
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23.2 

23.3 
23.4 

23.5 

23.6 


(3)  contingency  procedures  to  be  followed  in  the  event  of  equipment  malfunction,  a  labour  disruption,  transportation 
disruption,  inability  of  receiving  sites  to  accept  waste  or  other  business  disruption  to  the  operation;  and 

(4)  notification  protocol  with  names  and  telephone  numbers  of  persons  to  be  contacted,  including  persons  responsible  for 
the  Site,  the  Ministry's  District  Office  and  Spills  Action  Centre,  the  local  municipal  fire  department,  the  local 
municipal  authority,  the  local  Medical  Officer  of  Health,  the  Ministry  of  Labour,  and  the  names  and  telephone  numbers 
of  waste  management  companies  available  for  emergency  response. 

(1)  The  Owner  shall  review  the  Spill  Prevention,  Control  &  Countermeasures  Plan  and  shall  update  the  plan  if  necessary 
whenever  Modifications  are  made  to  the  Site  in  accordance  with  Condition  10  of  this  Certificate;  and 

(2)  The  Owner  shall  review  the  Spill  Prevention,  Control  &  Countermeasures  Plan  on  an  annual  basis  as  a  minimum,  and 
shall  ensure  that  the  names  and  telephone  numbers  of  the  persons  to  be  contacted  as  required  under  Condition  23.1(4) 
are  up-to-date,  and  that  these  numbers  are  prominently  displayed  and  immediately  available  to  all  staff  and  emergency 
response  personnel. 

The  District  Manager  shall  be  notified  within  thirty  (30)  days  of  any  changes  to  the  Spill  Prevention,  Control  & 
Countermeasures  Plan. 

The  equipment,  materials  and  personnel  requirements  outlined  in  the  Spill  Prevention,  Control  &  Countermeasures  Plan  are 
required  to  be  kept  on  Site  and  shall  be  immediately  available  on  the  Site  at  all  times.  The  equipment  shall  be  kept  in  a  good 
state  of  repair  and  in  a  fully  operational  condition. 

The  Owner  shall  promptly  take  all  necessary  steps  to  contain  and  clean  up  any  spills  or  upsets  which  result  from  this  operation. 
All  spills  and  upsets  shall  be  recorded  in  a  written  log  or  an  electronic  file  format,  as  to  the  nature  of  the  spill  or  upset,  and 
action  taken  for  clean-up,  correction  and  prevention  of  future  occurrences. 

All  spills,  as  defined  in  the  EPA,  shall  be  immediately  reported  to  the  Ministry's  Spill  Action  Centre  at  1-800-268-6060  and  to 
the  local  municipal  authority. 
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24.0  Training 


24.1  By  no  later  than  May  31,  2009  a  training  plan  specific  to  the  Site  shall  be  developed  and  implemented  to  ensure  that  all 
employees  that  operate  the  Site  or  carry  out  any  activity  required  under  this  Certificate  are  trained  in  its  operation. 

24.2  The  training  plan  shall  require  and  ensure  through  proper  written  records  that  all  persons  directly  involved  with  activities 
relating  to  the  Site  have  been  trained  with  respect  to: 

(1)  relevant  waste  management  legislation,  regulations  and  guidelines; 

(2)  major  environmental  concerns  pertaining  to  the  waste  to  be  handled; 

(3)  occupational  health  and  safety  concerns  pertaining  to  the  processes  and  wastes  to  be  handled; 

(4)  management  procedures  including  the  use  and  operation  of  equipment  for  the  processes  and  wastes  to  be  handled; 

(5)  the  Spill  Prevention,  Control  &  Countermeasures  Plan  and  in  the  procedures  to  be  employed  in  the  event  of  an 
emergency; 

(6)  specific  written  procedures  for  refusal  of  unacceptable  waste  loads; 

(7)  contingency  procedures; 

(8)  specific  written  procedures  for  the  control  of  nuisance  conditions;  and 

(9)  the  requirements  of  this  Certificate. 

24.3  The  Owner  shall  maintain  a  written  record  of  training  at  the  Site  which  includes: 

(1)  date  of  training; 

(2)  the  name  and  signature  of  the  person  who  has  been  trained;  and 
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(3)      description  of  the  training  provided. 

The  Owner  shall  review  the  training  plan  and  update  it  as  necessary  whenever  Modifications  are  made  to  the  Site  in 
accordance  with  Condition  10  of  this  Certificate  or  on  an  annual  basis  as  a  minimum. 

The  Owner  shall  ensure  that  Trained  personnel  is/are  on  duty  at  all  times  when  the  Site  is  open  to  carry  out  any  activity 
required  under  this  Certificate. 

Record  Keeping 

The  Owner  shall  maintain  a  daily  record  either  electronically  or  in  a  log  book  which  shall  include  the  following  information: 

(1)  the  type,  date  and  time  of  arrival,  source,  and  quantity  (by  weight)  of  all  waste  received  at  the  Site; 

(2)  the  date,  type,  quantity  (by  weight)  and  destination  of  all  residual  waste  and  processed  waste  transferred  from  the  Site; 

(3)  a  record  of  any  waste  refusals  which  shall  include:  amounts,  reasons  for  refusal  and  actions  taken; 

(4)  a  running  total  of  the  amount  of  waste  received  at  the  Site  for  the  calendar  year  and  a  calculation  of  the  average  daily 
amount  of  waste  that  has  been  received  at  the  Site  for  the  calendar  year; 

(5)  a  running  total  of  the  amount  of  residual  waste  that  has  been  transferred  from  the  Site  for  final  disposal  for  the  calendar 
year  and  a  calculation  of  the  average  daily  amount  of  residual  waste  that  has  been  transferred  from  the  Site  for  final 
disposal  for  the  calendar  year; 

(6)  a  calculation  of  the  total  quantity  (by  weight)  of  waste,  either  processed,  unprocessed  and  residual  waste  remaining  on 
Site  at  the  end  of  each  operating  day; 

(7)  a  record  of  the  daily  inspections  required  by  Condition  21.2;  and 

(8)  a  record  of  any  spills  or  process  upsets  at  the  site,  the  nature  of  the  spill  or  process  upset  and  the  action  taken  for  the 
clean  up  or  correction  of  the  spill,  the  time  and  date  of  the  spill  or  process  upset,  and  for  spills,  the  time  that  the 
Ministry  and  other  persons  were  notified  of  the  spill  in  fulfilment  of  the  reporting  requirements  in  the  EPA. 
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26.0  Annual  Report 

26.1  On  March  31,  2010,  the  Owner  shall  prepare  and  retain  on  Site  a  written  report  which  covers  the  period  from  the 
commissioning  of  the  Site  to  December  31,  2009.  Thereafter,  by  March  31  on  an  annual  basis,  the  Owner  shall  prepare  and 
retain  on  Site  a  written  annual  report  for  the  previous  calendar  year.  The  report  shall  include,  at  a  minimum,  the  following 
information: 

(1)  a  detailed  monthly  summary  of  the  information  required  by  Condition  25.1  (1)  and  25.1  (2)  including  an  annualized 
reconciliation  between  all  wastes  received  and  processed  at  the  Site  and  all  residual  wastes  and  processed  wastes 
transferred  from  the  Site; 

(2)  a  summary  of  waste  loads  refused  including  the  generator  of  the  load,  the  licensed  hauler  of  the  load  if  the  generator 
can  not  be  determined,  the  date  of  refusal  and  reason  for  refusal  of  the  load; 

(3)  any  environmental  and  operational  problems,  that  are  likely  to  negatively  impact  the  environment,  encountered  during 
the  operation  of  the  Site  and  during  the  facility  inspections  and  any  mitigative  actions  taken; 

(4)  a  summary  of  complaints  received  and  the  actions  taken  to  mitigate  the  issue  associated  with  the  complaint; 

(5)  a  summary  of  any  changes  to  the  Engineer's  Report  and/or  the  Design  and  Operations  Report  that  have  been  approved 
by  the  Director  since  the  last  annual  report; 

(6)  a  summary  of  any  changes  to  the  Design  and  Operations  Report  Design  and  the  Spill  Prevention  Control  and 
Countermeasures  Plan  that  were  made  in  accordance  with  Condition  10  of  this  Certificate;  and 

(7)  any  recommendations  to  minimize  environmental  impacts  from  the  operation  of  the  Site  and  to  improve  Site  operations 
and  monitoring  programs  in  this  regard. 
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27.0    Closure  Plan 


27.1     (1)      Four  (4)  months  prior  to  the  permanent  closure  of  the  Site  the  Owner  shall  submit  to  the  District  Manager  written 

notification  of  the  decision  to  cease  activities  and  a  schedule  for  the  implementation  of  the  activities  in  accordance  with 
the  decommissioning  activities  outlined  in  Item  3  of  Schedule  "A". 

(2)  The  Owner  shall  submit  to  the  District  Manager  written  notification  of  the  decision  to  cease  activities  at  the  Site  and  a 
schedule  for  the  implementation  of  the  activities  in  accordance  with  the  decommissioning  activities  outlined  in  Item  3 
of  Schedule  "A".  The  notification  and  schedule  shall  be  submitted  either  four  (4)  months  prior  to  the  planned  the 
permanent  closure  of  the  Site  or  forthwith  in  the  situation  of  an  unplanned  permanent  closure  of  the  Site  or  indefinite 
cessation  of  Site  activities. 

(3)  Within  ten  (10)  days  after  closure  of  the  Site,  the  Owner  shall  notify  the  Director  and  the  District  Manager,  in  writing, 
that  the  Site  is  closed  and  that  the  decommissioning  activities  have  been  completed. 
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SCHEDULE "A" 


This  Schedule  "A"  forms  part  of  the  Provisional  Certificate  of  Approval: 


1.  Application  for  a  Provisional  Certificate  of  Approval  for  a  Waste  Disposal  Site,  submitted  by  ACME  Waste  Inc.  and  signed  by 
Abe  Goodguy,  dated  November  14,  2008. 

2.  Engineers  Report,  Comprehensive  Provisional  Certificate  of  Approval,  ACME  Waste  Inc.  Waste  Transfer  and  Processing 
Facility,  Anytown,  Ontario,  prepared  by  Joe  Consultant,  P.E.S.  Consulting  Inc.,  dated  November  14,  2008. 

3.  Design  and  Operations  Report,  ACME  Waste  Inc.  Waste  Transfer  and  Processing  Facility,  Anytown,  Ontario.,  dated 
November  2008. 


The  reasons  for  the  imposition  of  these  terms  and  conditions  are  as  follows: 


1.  The  reason  for  the  definitions  is  to  simplify  the  wording  of  the  subsequent  conditions  and  define  the  specific  meaning  of  terms 
as  used  in  this  Provisional  Certificate  of  Approval. 

2.  The  reason  for  Conditions  1.0,  3.0,  4.0,  5.0  and  9.0  is  to  clarify  the  legal  rights  and  responsibilities  of  the  Owner  and  Operator. 

3.  The  reason  for  Conditions  2.0,  10.0,  16.0,  17.0  and  18.0  is  to  ensure  that  the  Site  is  operated  in  accordance  with  the  application 
and  supporting  documentation  submitted  by  the  Company,  and  not  in  a  manner  which  the  Director  has  not  been  asked  to 
consider. 


The  reasons  for  Condition  6.1  is  to  ensure  that  the  Site  is  operated  under  the  corporate  name  which  appears  on  the  application 
form  submitted  for  this  approval  and  to  ensure  that  the  Director  is  informed  of  any  changes. 

The  reasons  for  Condition  6.2  are  to  restrict  potential  transfer  or  encumbrance  of  the  Site  without  the  approval  of  the  Director 
and  to  ensure  that  any  transfer  of  encumbrance  can  be  made  only  on  the  basis  that  it  will  not  endanger  compliance  with  this 
Certificate  of  Approval. 


The  reason  for  Condition  7.0  is  to  ensure  that  sufficient  funds  are  available  to  the  Ministry  to  clean  up  the  Site  in  the  event  that 
the  Company  is  unable  or  unwilling  to  do  so. 
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The  reason  for  Condition  8.0  is  to  ensure  that  appropriate  Ministry  staff  have  ready  access  to  the  Site  for  inspection  of 
facihties,  equipment,  practices  and  operations  required  by  the  conditions  in  this  Certificate  of  Approval.  This  condition  is 
supplementary  to  the  powers  of  entry  afforded  a  Provincial  Officer  pursuant  to  the  EPA  and  OWRA. 


8. 


The  reason  for  Condition  11.1  is  to  specify  the  approved  service  area  from  which  waste  may  be  accepted  at  the  Site. 


The  reason  for  Condition  1 1.2  is  to  specify  the  hours  of  operation  for  the  Site. 


10.  The  reason  for  Condition  12.1  is  to  ensure  that  users  of  the  Site  are  fully  aware  of  important  information  and  restrictions 
related  to  Site  operations  and  access  under  this  Certificate  of  Approval. 

11.  The  reasons  for  Condition  12.2  is  to  ensure  the  controlled  access  and  integrity  of  the  Site  by  preventing  unauthorized  access 
when  the  Site  is  closed  and  no  site  attendant  is  on  duty. 

12.  The  reasons  for  Conditions  13.1,  13.2,  14,  and  15  are  to  specify  the  types  of  waste  that  may  be  accepted  at  the  Site,  the 
amounts  of  waste  that  may  be  stored  at  the  Site  and  the  maximum  rate  at  which  the  Site  may  receive  and  ship  waste  based  on 
the  Company's  application  and  supporting  documentation. 

13.  The  reason  for  Condition  13.3  is  to  ensure  that  all  wastes  are  properly  classified  to  ensure  that  they  are  managed,  processed 
and  disposed  in  accordance  with  O.  Reg.  347,  R.R.O.  1990  and  in  a  manner  that  protects  the  health  and  safety  of  people  and 


14.  The  reason  for  Conditions  19.0  and  20.0  is  to  ensure  that  the  Site  is  operated  in  a  manner  which  does  not  result  in  a  nuisance  or 
a  hazard  to  the  health  and  safety  of  the  environment  or  people. 

15.  The  reason  for  Condition  21.0  is  to  ensure  that  detailed  records  of  Site  inspections  are  recorded  and  maintained  for  inspection 
and  information  purposes. 

16.  The  reason  for  Condition  22.0  is  to  ensure  that  any  complaints  regarding  Site  operations  at  the  Site  are  responded  to  in  a  timely 
manner. 
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17.  The  reasons  for  Condition  23.0  is  to  ensure  that  an  Emergency  Response  Plan  is  developed  and  maintained  at  the  Site  and  that 
staff  are  properly  trained  in  the  operation  of  the  equipment  used  at  the  Site  and  emergency  response  procedures. 

18.  The  reason  for  Condition  24.0  is  to  ensure  that  the  Site  is  operated  by  properly  Trained  staff  in  a  manner  which  does  not  result 
in  a  hazard  or  nuisance  to  the  natural  environment  or  any  person. 

19.  The  reasons  for  Condition  25.0  is  to  provide  for  the  proper  assessment  of  effectiveness  and  efficiency  of  site  design  and 
operation,  their  effect  or  relationship  to  any  nuisance  or  environmental  impacts,  and  the  occurrence  of  any  public  complaints  or 
concerns.  Record  keeping  is  necessary  to  determine  compliance  with  this  Certificate  of  Approval,  the  EPA  and  its  regulations. 

20.  The  reasons  for  Condition  26.0  are  to  ensure  that  regular  review  of  site  development,  operations  and  monitoring  data  is 
documented  and  any  possible  improvements  to  site  design,  operations  or  monitoring  programs  are  identified.  An  annual  report 
is  an  important  tool  used  in  reviewing  site  activities  and  for  determining  the  effectiveness  of  site  design. 

21.  The  reasons  for  Condition  27.0  is  to  ensure  that  the  Site  is  closed  in  accordance  with  Ministry  standards  and  to  protect  the 
health  and  safety  of  the  public  and  the  environment. 

In  accordance  with  Section  139  of  the  Environmental  Protection  Act,  R.S.O.  1990,  Chapter  E-19,  as  amended,  you  may  by  written 
Notice  served  upon  me,  the  Environmental  Review  Tribunal  and  in  accordance  with  Section  47  of  the  Environmental  Bill  of  Rights, 
S.O.  1993,  Chapter  28,  the  Environmental  Commissioner,  within  15  days  after  receipt  of  this  Notice,  require  a  hearing  by  the 
Tribunal.  The  Environmental  Commissioner  will  place  notice  of  your  appeal  on  the  Environmental  Registry.  Section  142  of  the 
Environmental  Protection  Act,  provides  that  the  Notice  requiring  the  hearing  shall  state: 

1 .  The  portions  of  the  approval  or  each  term  or  condition  in  the  approval  in  respect  of  which  the  hearing  is  required,  and; 

2.  The  grounds  on  which  you  intend  to  rely  at  the  hearing  in  relation  to  each  portion  appealed. 

The  Notice  should  also  include: 

3.  The  name  of  the  appellant; 

4.  The  address  of  the  appellant; 

5.  The  Certificate  of  Approval  number; 

6.  The  date  of  the  Certificate  of  Approval; 

7.  The  name  of  the  Director; 

8.  The  municipality  within  which  the  waste  disposal  site  is  located;  ^^^^^^^^^^^^ 


Jave  Progress 


X 


Waste  Comprehensive  Certificate  of  Approval  Orientation  Session 

And  the  Notice  should  be  signed  and  dated  by  the  appellant. 
This  Notice  must  be  served  upon: 


The  Secretary* 

Environmental  Review  Tribunal 
655  Bay  Street,  15th  Floor 
Toronto,  Ontario 
M5G  1E5 


AND 


The  Environmental 

Commissioner 

1075  Bay  Street,  6th  Floor 

Suite  605 

Toronto,  Ontario 

M5S  2B1 


AND 


The  Director 

Section  39,  Environmental  Protection  Act 

Ministry  of  the  Environment 

2  St.  Clair  Avenue  West,  Floor  12A 

Toronto,  Ontario 

M4V  1L5 


*  Further  information  on  the  Environmental  Review  Tribunal's  requirements  for  an  appeal  can  be  obtained  directly  from  the 
Tribunal  at:  Tel:  (416)  314-4600,  Fax:  (416)  314-4506  or  www.ert.gov.on.ca 

This  instrument  is  subject  to  Section  38  of  the  Environmental  Bill  of  Rights,  that  allows  residents  of  Ontario  to  seek  leave  to  appeal  the 
decision  on  this  instrument.  Residents  of  Ontario  may  seek  leave  to  appeal  within  15  days  from  the  date  this  decision  is  placed  on  the 
Environmental  Registry.  By  accessing  the  Environmental  Registry  at  www.ene.gov.on.ca,  you  can  determine  when  the  leave  to  appeal 
period  ends. 

The  above  noted  waste  disposal  site  is  approved  under  Section  39  of  the  Environmental  Protection  Act. 


DATED  AT  TORONTO  this  1st  day  of  April,  2009 


A.  Prover,  P.Eng. 
Director 

Section  39,  Environmental  Protection  Act 


c:      District  Manager,  MOE  Any  town 
Abe  Goodguy,  ACME  Waste  Inc. 
Joe  Consultant,  P.E.S.  Waste  Management 
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In  order  to  complete  the  orientation  session  and  to  be  eligible  to  be  added  to  the  Ministry  of  the  Environment  Waste 
Comprehensive  Certificate  of  Approval  eligibility  registry,  you  are  required  to  confirm  the  following  statements. 


I  confirm  that: 


□ 

1  have  completed  the  Waste  Comprehensive  CofA  orientation  session  and  have  reviewed  the  ACME  sample 
application  package.  1  have  a  full  understanding  of  the  application  requirements  for  a  Waste  Comprehensive  CofA. 

1      1                                           1                                                                                                                                                                                                                           1      1                                                         1  1 

□ 

1  understand  that  the  Waste  Comprehensive  CofA  program  is  an  alternative  approvals  process  and  that  the  Part  V, 
EPA  Director  may  restrict  the  eligibility  of  a  particular  application  based  on  relevant  concerns  of  the  Ministry  of  the 
Environment  and  of  the  municipal  authority. 

□ 

The  Waste  Comprehensive  CofA  model  is  based  on  the  Ministry  receiving  only  applications  that  have  been  prepared 
to  a  high  standard  of  quality  and  completeness.  1  understand  that  the  Ministry  will  return  applications  that  are 
incomplete  or  are  of  poor  initial  quality. 

□ 

1  understand  that  should  1  submit  an  application  for  a  Waste  Comprehensive  CofA  that  is  deemed  by  the  Ministry  to 
be  substandard,  1  may  be  excluded  from  submitting  future  applications  for  a  Waste  Comprehensive  CofA. 

□ 

1  understand  that  a  Director  may  amend  a  Waste  Comprehensive  CofA  to  revoke  the  operational  flexibility 
component  for  reasons  of  poor  environmental  compliance. 

1  plan  to  submit  an  application  for  a 
Waste  Comprehensive  CofA  within: 

Please  use  this  section  to  enter  any  comments  you  may  have  about  the 
materials  that  were  presented. 

□ 

6  months 

□ 

1  -  2  years 

□ 

Not  likely  to  submit 

Protecting  our  environment. 


Ontario 


Waste  Comprehensive  Certificate  of  Approval  Orientation  Session 


Status:  

You  cannot  submit  your  orientation  results  until  you  have  completed  the  entire 
orientation  session.  Once  you  have  completed  a  page  or  section,  a  green  check  mark 
will  appear  on  the  page.  If  you  see  a  red  X  on  any  of  the  pages,  you  have  not 
completed  that  page  or  section.  Remember:  you  must  use  the  'next'  button  at  the 
bottom  of  each  page  to  record  your  progress. 


74 


Protecting  our  environment. 


Ontario 


